Honorable Councilois 


Officials of G a magara lx>c a I Municipality 
Distinguished Guests 
VJard Committees 
Membeisofthe Community 
Ladies and Gentlemen 

We are gathered here just a month afterwe had ournational elections. 
Once more our country ha sheen able to hold free and fa ire lectio ns and 
showed the world that our position asa beacon of hope in Africa iswell 
deserved. We have proven once more that ourdiversity is our strength. 

Another milestone that we must mention is that we are left with only less 
than two years to go to the local government elections. The question that 
we should ask ourselves is whether we have been able to implementor 
are we on ourway with regard to Local Government Strategic Agenda 
2006 - 2011 . Now that we are in the middle of the term, we must be able to 
measure ourperformance. The community out there isthe measuring 
stick. The ir satisfaction and dissatisfaction is what we should use to 
measure ourselvesasa municipality. Though we cannot say everything is 
running smooth, we can proudly say we are on track. 



I must hereby emphasise that we must not loose track of the Key 
Performance Areasof local government which are guiding ouractivities 
namely: 

■4- Municipal Transformation and Institutional Development 
>4- Local Economic Development 

4- Infrastructural Development and Basic Service Delivery 
4- Financial Viability and Financial Management 
4- Good Governance and Community Participation 

Asa sphere of government at the coalface of delivery, we are thus 
tasked with implementing government pnogrammesto the best of our 
ability. 

We are tasked with preparing an Integrated Development Plan which is 
aligned to the Budget. These two documents must speak to the needsof 
the community of Gamagara. It ison the basisofthese thatwe ensured 
thatwe visitall ouraneasto present these documentsand to receive 
inputs. We should point out that we can only produce credible IDP'sand 
Budgetswith your inputs. The interaction should thusbe mutual, aimed at 
positive contributions and not destructive criticism. 


I am pleased to present to you the operational and capital budget of 
Gamagara Local Municipality for the years 2009/10- 2011/12. The capital 
budget a mounts to R117, 705,104. With this budget we aim to massively 
improve our infrastructure to enable growth and development and 
provide better services to ourcommunity. 

We have budgeted RMS, 413,338 for our ope ratio ns. We hope that this 
will enable us to serve the community to the highest possible standard 
and also to ensure pnoperoperationsand maintenance of ourexisting 
infra structure. 

A detailed budget breakdown iscontained in the Executive Budget 
Summary and a deta iled IDP will a Iso be presented. 

Ladiesand Gentlemen, I would li.ke to finish this speech by quoting from 
the Inaugural speech of our President, Honorable J acob Zuma . Our 
president called us into action after acknowledging the overwhelming 
majority of the votes our ruling party, the ANC got by saying: 

"V\fe aie now called upon to implement our manKesto. Ihe diea ms and 
hopes of all the people of our country must be fulfilled. Iheie is no place 
for complacency, no place for cynic ism, no place forexcuses. Everything 



we do must contribute in a diiectand meaningful way to the improvement 
of the lives of our people" 

He further stated that "1b achieve ourgoals; we must hold ouiselvesto the 
highest standa ids of sen/ice, probity and integrity. Ibgetherwe must build 
a society that prizes excellence and lewa ids effort; whic h shuns laziness 
and incompetence" 

Thank You, Baie Dankie, Ke a Leboga 



Mr. Mayor, 

Honorable Councilors, 
The Accounting officer. 
Managers and Officials, 
Ladies and Gentlemen 


GAMAGARA LOCAL MUNICIPALITY 

EXECUTIVE SUMMARY ON THE MULTI YEAR BUDGET FOR THE 2009/2010 TO 2011/2012 

FINANCIAL YEARS 


INTRODUCTION 

Administrative arrangements in respect of the budget process are set out in Sections 15 to 
26 of the Local Government: Municipal Finance Management Act (MFMA), Act no 56 of 
2003. Section 69 of the MFMA also requires the preparation, submission and approval of 
service delivery and budget implementation plans (SDBIP). 

In addition, National Treasury has also issued circular numbers 10, 12, 13, 19, 28, 42,45 
and 48 dealing with administrative guidelines in respect of the preparation of the final 
annual budget. 

Gamagara Local municipality has set short (revised IDP and the budget) and long term 
goals (IDP) which provide the context for priority setting and resource allocation. 

In formulating the 2009/10 Annual Budget it was important that we review the current 
budgeting processes within the context of a developmental local government. 

The developmental path of Gamagara Municipality is charted in the most important 
strategic document, namely the Integrated Development Plan (IDP). The IDP gives the 
medium term plan of five years and spells out interventions that Gamagara municipality 
needs to employ over the medium term towards the achievement of its long term goals. 
One of the requirements that local government should meet is to produce financial plans 
which are then financed through the budget. With the development goals defined in the 
IDP, financial plans are needed to determine how these strategies are going to be financed, 
and the long term financial plan and the Annual budget provide for that. 

Necessarily, the allocation of resources (budgeting) among the various programmes and 
projects contained in the IDP should reflect the priority status accorded the development 
goals (in the IDP) addressed by these programmes and projects. In essence, the primary 
point of reference for the budget is the IDP. Developmental budgeting, therefore, 
emphasizes the need for synergy between the IDP and the Budget if the developmental 
goals are to be achieved. Simply put, a developmental Budget is one that addresses the 
goals of the IDP. Our aim is to align the financial resources to the municipality’s strategy 
and priorities, and continuously look for efficiencies in all activities and programmes. 

Gamagara has been classified as a medium capacity municipality and as such the 
compilation and approval of the final annual budget for the 2009/2010 to 201 1/2012 
financial years should be in line with the above sections of the MFMA, as well as the 
Circulars from National Treasury, as far as possible. 
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In terms of Council’s approved budget timetable the final annual budget must be table 
by the 28 May 2009 after which it must be distributed to other stakeholders such as the 
National and Provincial Treasury, Auditor General and other organs of state. 

1. PURPOSE OF THE REPORT 

The purpose of this report is to present the Final Annual Budget for the 
2009/2010 to 201 1/2012 Financial years to the Council of Gamagara 
Municipality for discussion. 

2. DISCUSSION 

The report will be discussed under the following headings: 

Current Financial Situation 

Sources of funds and allocation of Income 

Provision for Bad Debts 

Capital Projects 

Implementation of GAMAP and the Impact thereof on the Budget 
Operational Plans 
General Remarks 

3.1 Current Financial Situation 


Key financial indicators for the prior years are set out below. 
* Un- audited figures 


Financial Indicator 

Estimated 2009/10 

2008/09 * 

Provision for bad debts 

2,000,000 

3,500,000 

Consumer debtors 

58,020,606 

48,588,500 

External Loans 

42,600,000 

13,000,000 

Investments 

2,500, 000 

2,500,000 

Surplus/(Deficit) for the year 

2,126 

5,116 


From a review of the indicators the following important deductions shou 


d he noted: 


Our outstanding debtors continue to decrease and this is a positive sign which 
indicates that the consumers are beginning to pay for the services that they 
enjoy. 

However more stringent measures need to be instituted to ensure that all those 
who can afford to pay do so. After the completion of the write off of all 
debtors, net debtors will decrease dramatically. 

The importance of effective credit control cannot be over-emphasized to 
ensure that the municipality is self sustainable. In order to improve the 
Municipality’s cash flow situation, all effort should be put in place to collect 
outstanding amounts. 
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• We will continuously verify and validate our data, to have a clear indication of 
how many indigents are on our system, how many consumers who passed on 
are still on our system, etc. and thereafter we can write off such debt. 

• Provision for bad debts; which is cash backed, is approximately 5% of the 
projected outstanding debts. In providing for bad debts the balance sheet 
actual amount, current collection rate and the history was used. Furthermore, 
the provision of 5% is motivated by the drastic measures that the municipality 
needs to institute in collecting outstanding debt. 

• A projected surplus of R2, 126 is expected for the annual budget, this small 
surplus is also an indication of an effective service delivery if we stick to the 
implementation of programmes as gazetted. Municipalities are not profit 
making industries and therefore our income should balance to the expenditure. 

In terms of National Treasury Circular no 14 it is important to note the Macro 
Economic Trends and Growth Rates and The guidelines set out helow. 


CIRCULAR 14 of MFMA 



2009/10 

2010/11 

2011/12 


Actual 

Estimate 


Forecasi 


Inflation Forecast (CPIX) 

8.1% 

10.8% 

5.4% 

5.1% 

4.6% 

GDP Growth 

7.5% 

5.2% 

5.1% 



Guideline growth limits 

6.2% 

4.8% 

4.7% 




The tariff increases in the final annual budget for 2009/10 are as follows; 


Service 

2009/10 

2008/09 

Sewerage 

8.1% 

6.20% 

Cleansing 

8.1% 

6.20% 

Electricity 

34% 

12.00% 

Water 

8.1 

6.20% 

Rates and Genera/ 

New 

6.20% 

AVERAGE 

14.57 

136 


Municipalities must aim to ensure that revenue projections are 
accurate, realistic and collectable. 

The guideline growth limits are only for self-generated revenue 
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sources. It excludes the increased national allocations provided for the 
purpose of expanding infrastructure and providing basic services to 
more households. 

Municipalities are requested to ensure that tariff increases remain 
within the inflation band of between 3 and 6 percent. Any increases in 
municipal rates and tariffs above the guideline growth limits must be 
fully motivated and explained to the local and business communities. 
Municipalities are obliged to ensure that their budgets are balanced 
and all expenditure is fully funded. The 8.1 increase above the inflation 
band is motivated by the infrastructure expansions which are beyond 
the municipality’s capacity and resources which forces the 
municipality to take up loans. Furthermore, our increase in the last 
budget of 6.2% was below the actual inflation (CPIX) published by 
Statistics SA. 

Municipalities must ensure that the IDP is revised and linked to 
resource allocations in the budget. 

To achieve national objectives, municipalities should also strive to 
alter the composition of their budgets by spending more on capital and 
basic services and less on personnel and administration and improve 
the quality of spending. Municipalities are expected to maintain a 
clear focus on expanding infrastructure investments to encourage 
economic growth potential, adding impetus to the national priorities 
for improve spending in this area. 

On the operating side, it is important to continue to strive to achieve 
efficiency and productivity gains whilst being mindful of the 
implication that rapid growth in salaries and allowances will mean for 
service delivery. 

When preparing the annual budget the Mayor of the Municipality 
must take into account the national budget, the relevant provincial 
budget, the national governments fiscal and macro economic policy, 
the annual Division of Revenue Act and any agreement reached in the 
Budget Forum. This is in addition to consultation with the community 
and other stakeholders, including district and all local municipalities 
within the district. 


Sources of Funds and Allocation of Income 

6 An average of 8. 1 0% increase in tariffs has currently been provided for, 
water, sewer and refuse removal. 

6 The property rates tariff has been restricted to the gazette ratios. 

6 The tariff for the buckets. Vacuum tanks. Sewer blockages and old age home 

sewer has not being changed and refuse for pensioners, but pensioners 
should apply to get this service. 

0 Increase in tariffs for electricity has been restricted to 34% as per tentative 
guidelines received from the National Electricity Regulator. 

6 It is also proposed that council exempt the indigents customers from paying 
service connection and that council subsidize the service connections 
through the Equitable share grant. 
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0 The proposed budget for the 2009/2010 financial year was determined from 
projected income and any possible additions as per the table of revenue per 
source which follows hereunder; 


Revenue By Source 

Audited 

Current 

Proposed 

Next +1 

Next +2 


actual 

Adj. Budget 

Budget 

2010/11 

2011/12 


2007/08 

2008/09 

2009/10 




R’OOO 

R’OOO 

R’OOO 

R’OOO 

R’OOO 

Property rates 

5,880 

7,210 

15,394 

16, 179 

16, 924 

Penalties and collection charges 

13 

0 

0 

0 

0 

Service charges: electricity 

20,640 

30,715 

35,154 

36, 947 

38, 647 

Service charges: water 

12,270 

15,083 

16, 283 

17, 114 

17,901 

Service charges: sanitation 

4,786 

5,796 

5,914 

6,216 

6, 501 

Service charges: cleansing 

5 000 

7,343 

7, 923 

8,327 

8,710 

Rental of facilities and equip 

1,132 

2, 500 

2,511 

2, 639 

2, 760 

Interest earned: investments 

960 

2, 500 

2, 500 

2,627 

2, 748 

Fines 

217 

514 

541 

569 

595 

Licenses and permits 

304 

750 

810 

852 

891 

Income for agency services 

458 

1,200 

1,297 

1,363 

1,426 

Government grants and 
subsidies 

13,374 

12, 177 

14, 592 

15,336 

16, 041 

Gain on disposal of PPE 

0 

400 

1,000 

1,051 

1,099 

Bulk Services 


5, 559 

7, 900 

8,302 

8, 684 

Proceeds from the sale of land 

40,657 

10, 000 

32,550 

34,210 

35,783 

Other 


189 

1,038 

1,091 

1, 141 

TOTAL REVENUE 

105 691 

102 596 

145, 413 

152, 829 

159, 859 


Expenditure 


9 Projected expenditure and any possible additions based on operational 

plans and IDP priorities submitted has been used as basis for determination 
of the Budget. 

A summarized discussion of the operating budget is set out below. 


Summarv of Expenditure per Category 



2009/10 

2008/09 

2007/08 

Major Category 

Proposed 

Current 

Actual 


R’OOO 

R’OOO 

R’OOO 

Personnel 

44, 433 

32,194 

32,902 

Councilors Remuneration 

1,832 

1,738 

1,247 

General expenses 

64, 200 

57,263 

43,118 
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Maintenance 

4, 321 

3,006 

3,603 

Bulk purchases 

31,000 

24,000 

24,820 

TOTAL 

145, 411 

102,594 

105,691 


From the above the following remarks: 


0 The current expenditure budget shows a growth rate of approximately 
29,4%, this is due to the revenue we generate for selling plots and 
installation of bulk services in Kathu as it is developing at a rapid pace. I 
have to over emphasize the importance of selling the ervens if we want to 
realize the anticipated revenue. 

9 The salary was increased by 10.5% as per the SALGBC facilitators proposal 
across the board and notch increases where necessary, “new” employees 
were also taken into account. 

9 An allocation of approximately 5 million from the Equitable Share Grant 

shall be utilized for the provision of free basic services and direct subsidy of 
indigents. The current allocation for free basic services comprised of 6kl 
water to all households, an additional 6kl of water to indigent households 
and 50 kW of electricity per month for indigent households. 

9 Capital projects will be funded from the Municipal Infrastructure Grant 

(MIG) and other grants as per the Division of Revenue and external loans. 

In reviewing departmental expenditure versus income generated, it should be noted that 
there are departments which are mainly of support nature and deals with community 
services and as such do not generate income. In order to balance the expenditure for these 
departments’ distributions with revenue income, sources such as rates and taxes, equitable 
share allocation and any surpluses on trading services such as electricity are used. 

3.2 Provision for Bad Debts 

9 A significant attempt should be made to provide adequately for bad debt 
and working capital. 

An extract from section 1 8 of the MFMA reads as follow: 

“(1) An annual budget may only be funded from- 

(a) realistically anticipated revenue to be collected; 

(b) cash-backed accumulated fund from previous year’s 
surpluses not committed for other purposes; and 

(c) borrowed funds, but only for the capital budget referred to in 
section 17 (2). 

(2) Revenue projections in the budget must be realistic, taking into 
account- 

fa) projected revenue for the current year based on collection 
levels to date; and 

(b) actual revenue collected in previous financial years.” 

It is therefore of utmost importance that credit control be enforced vigorously to avoid 
potential cash flow problems. 
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The current provision for bad debts has been made on the basis of the payment levels for 
the first eight months of the current financial year and also considered efforts of credit 
control to be enforced in the financial year. 

3.3 Capital Projects 

Only Capital Projects for which funding has been confirmed has being included in 
the Capital Budget. All municipalities that have been categorized as high and 
medium capacity (for the implementation of the MFMA) will receive their MIG 
grants directly, as long as they comply with section 1 4 of the Division of Revenue 
bill (on tabling of a three-year budget), and adherence to section 37(2) (submitting a 
detailed three-year capital plan for the 2009/10 and 2011/12 budget) 

3.4 Implementation of GAMAP and the Impact thereof on the Budget 

In terms of the new legislation requirements the municipality should make provision 
for working capital depreciation in this budget. This requirement will require 
finalization of the conversion of the assets register to allow for depreciation and 
subsequent approval by Council. To date of this report, conversion of the assets 
register is not yet finalized but it is underway, provision will be made in the 
adjustment budget that will be tabled to council in January 2010. 

3.5 Operational Plans 

The consolidated operational plan to be approved by council should be tabled with 
the Annual Financial Statements after review by the Heads of Departments.. These 
operational plans reflect the priorities of Council to be addressed in the 2009/2010 
financial year and the 2 subsequent years. 

3.6 Budget Community Participation Programme 

Legislation requires the municipality to draft a programme for community 
participation during the budget process which should be led by the mayor and 
councilors in collaboration with administration. The consultative process took place 
in the current month. 

3.7 General Remarks 


Current payment levels are resulting in significant amount of income to be reserved 
for bad debt provision. This situation will have an adverse effect on the amount to 
be made available for service delivery in the budget for the 2009/2010 to 2011/2012 
financial years. We still maintain that it is imperative that measures be put into 
place to increase current payment levels to at least 85% as a short to medium term 
target. 


Thank you 
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PRINCIPLES APPLIED IN COMPILING THE FINAL ANNUAL BUDGET 


The applicable sections of the MFMA relating to the budget process and MFMA Circular 
from National Treasury. 

The budget reform process emphasizes the need to ensure that the focus during the budget 
process will be on the actual outcomes to be achieved. In this regard some important budget 
guidelines are set out below. 

• The budget should be outcome based. 

• The budget must be in line with the strategic planning function. 

• The budget will enable Council: 

• To identify the resource allocations for service deliveries; 

• How it will be financed; 

• Which IDP objectives will be achieved? 

The budget process also requires comprehensive consultation with the community and other 
stakeholders. To ensure compliance is of utmost importance that the key target dates for the 
various activities set out below are stricdy complied with. 

September to December each year 

• Review past performance 

• Prepare initial preview 

• Analyze past revenue trends and develop initial projections 

• Compile budget policy and guidelines 

• Review the IDP and draft operational plans. 

• Prepare initial budget scenarios. 


January to March each year 

• Consultation with political executive 

• Adjust priorities and present alternative scenarios and financial outcomes. 

• Finalize costing of proposals (IDP and Operational plans) 

• Midyear review of current budget and inform new budget 

• Develop draft budget and IDP and review with full Council 

• Distribute draft budget and IDP for NT and community consultation 

April to May each year 

• Input community submissions and review scenarios and financial outcomes 

• Adjust assumptions for changes in external factors 

• Develop final revenue scenarios and update tariff policies 

• Prepare final budget for consultation with political executive. 

• Finalize all budget documentation and linkages with IDP and operational plans. 

• Table budget in Council for approval. 
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June each year 


• Gazette tariffs approved by Council 

• Submit budget to National Treasury for approval 

• Compile and approve service delivery and budget implementation plan. 

All provisions of the MFMA relating to the budget process will apply to all municipalities 
irrespective of their classification in terms of implementation of the MFMA. 

No repeat exemptions of MFMA section 16(2) and the Mayor must table the budget to 
council no later than 31 March 2006 - non-compliance will automatically lead to a qualified 
audit option. 

Approved budget timeline and the roles of individuals in the various processes 

Council approved a budget timeline for the 2009/2010 budget process. It is important that all 
stakeholders familiarize themselves with their responsibility regarding the budget process as 
certain dates have already not been adhered to and revised dates should be allocated to these 
activities. Target dates should be adhered to at all times to ensure that the process is 
completed timely. 
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Gamagara Municipality MTREF 2009/10 - 2011/2012 



Capital Expenditure By Vote 2009/10 

Source of 

Internal External 

JTG 

Gov. Grants 

Public Total 

Funding 

Funds Loans 

District Mun 

& Subsidies 

Contributions 


R R 

R 

R 

R R 


15 000 



15 000 

Internal funds 

6 000 



6 000 

Internal funds 





Internal funds 

10 000 



10 000 

Internal funds 

31 000 0 


0 

0 31 000 


30 000 



30 000 

Internal funds 

15 000 



15 000 

Internal funds 

15 000 



15 000 

Internal funds 




0 

Internal funds 

60 000 0 


0 

0 60 000 


30 000 



30 000 

Internal funds 

15 000 



15 000 

Internal funds 

24 000 



24 000 

Internal funds 

8 000 



8 000 

Internal funds 

18 000 



18 000 

Internal funds 

20 000 



20 000 

Internal funds 

1500 



1 500 

Internal funds 

7 000 



7 000 

Internal funds 

15 000 



15 000 

Internal funds 

15 000 



15 000 

Internal funds 

10 000 



10 000 

Internal funds 

10 000 



10 000 

Internal funds 

20 000 



20 000 

Internal funds 

6 000 



6 000 

Internal funds 

18 000 



18 000 

Internal funds 

10 000 



10 000 

Internal funds 

14 000 



14 000 

Internal funds 

241 500 0 


0 

0 241 500 




Gamagara Municipality MTREF 2009/10 - 2011/2012 


Medium Term Expenditure Framework 


Capital Expenditure By Vote 2009/10 


Vote/ Sub-Vote & 

AresJ 

Project 

Project 

2009/10 

2010/11 

2011/12 

Internal 

External 

JTG 

Government 

Public 

Total 

Project Desciption 

Ward 

No. 

Total 




Funds 

Loans 

District Mun 

Grants 

Contributions 





R 

R 

R 

R 

R 

R 

R 

R 

R 

R 

Coroorate Services 














Planning/ Stands 

1-4 

P6 

3 000 000 

500 000 

500 000 

2 000 000 


500 000 





500 000 

Survey & Registration of Stands 

1-4 

P6.1 

4 600 000 

500 000 

1 100 000 

3 000 000 


500 000 





500 000 

Sub Total 

7 600 000 

1 000 000 

1 600 000 

5 000 000 


1 000 000 

0 


0 

0 

1 000 000 

Admin. Buildinos 














Cons^uction: Admin Offices - 

Kathu/1 

P1.2 

30 000 000 

10 000 000 

20 000 000 




10 000 000 




10 000 000 

Chairs/ Council Chambers - 

Kathu/1 


120 000 

60 000 

60 000 



60 000 





60 000 

Sub Total 

30 120 000 

10 060 000 

20 060 000 

0 


60 000 

10 000 000 


0 

0 

10 060 000 

Housino 














Construction; 200 Houses - 

OFH/2 

PI 

11 681448 

11 681 448 







11 681448 


11 681 448 

Construction: 300 Houses - 

Dibeng 

P1.2 

16 800 000 


16 800 000 









Cons^uction; 5 Houses - Personnel 

Kathu 

Pl.l 

10 994 720 

2 500 000 

1 994 720 

6 500 000 


2 500 000 





2 500 000 

Construction: Houses - rental stock 

Kathu 





18 000 000 








Sub Total 

39 476 168 

14 181 448 

18 794 720 

24 500 000 


2 500 000 

0 


11 681 448 


14 181 448 

Infrastructure & Services 














Rennovations/ Upgrading Workshop - 

Dibeng/2 


600 000 


200 000 

400 000 







0 

Rennovations/ Upgrading Workshop - 

OFH/4 


600 000 


200 000 

400 000 







0 

Rennovations/ Upgrading Workshop - 

Kathu 

P1.8 

750 000 

250 000 

500 000 



250 000 





250 000 

Fencing / general 

1-4 

P1.7 

1 250 000 

500 000 

250 000 

500 000 


500 000 





500 000 

Office furniture - Manager 



50 000 

50 000 




50 000 





50 000 

Housing Technician 



30 000 

30 000 




30 000 





30 000 

Office fittings/ fixtures - Blinds 



6 000 

6 000 




6 000 





6 000 

Laptop & Software x 3 



78 000 

45 000 

15 000 

18 000 


45 000 





45 000 

Computer Software - Building Control 





500 000 








0 

Cellphone x 3 



101 000 

3 000 

18 000 

80 000 


3 000 





3 000 

Control Radio x 5 



10 000 

10 000 




10 000 





10 000 

Grader 



2 000 000 

2 000 000 





2 000 000 




2 000 000 

Tractor/ Sweeper-Broom 



20 000 

20 000 




20 000 





20 000 

Generator x 3 



60 000 

60 000 




60 000 





60 000 

Front-end Loader/ TLB 4x4 



1 500 000 

1 500 000 





1 500 000 




1 500 000 

Wap-Machine - OFH 



7 000 

7 000 




7 000 





7 000 

Sub Total 

7 062 000 

4 481 000 

1 683 000 

1 398 000 


981 000 

3 500 000 


0 

0 

4 481 000 

Roads/ Streets & Stormwater 














Streets/ Resealing 

1-4 


5 500 000 


2 500 000 

3 000 000 







0 

Speed Humps 

1-4 

P3 

650 000 

100 000 

250 000 

300 000 


100 000 





100 000 

Paving Internal Roads 

OFH 


3 500 000 


2 500 000 

1 000 000 







0 

Access Road - upgrading 

1-4 

P3.1 

1 763 490 

763 490 


1 000 000 






763 490 

763 490 

Stormwater Master Plan 


P3.2 

1 350 000 

100 000 

750 000 

500 000 


100 000 





100 000 

Office Furniture - Technician 



15 000 

15 000 




15 000 





15 000 

Taxi Rank - 

Kathu 

P3.3 

6 809 931 

354 654 

3 955 277 

2 500 000 





354 654 


354 654 

Taxi Road/ phase 2 

OFH 


8 811 648 


5 311 648 

3 500 000 







0 

Sub Total 

12 778 490 

1 333 144 

15 266 925 

11 800 000 


215 000 

0 

0 

354 654 

763 490 

1 333 144 


Source of 
Funding 


Internal funds 
Internal funds 


External Loan 
Internal funds 


□PLG&H 
DPLG&H 
Internal funds 
Internal funds 


Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
□BSA 

Internal funds 
Internal funds 
Ext. Loan. DBSA 
Internal funds 
Internal funds 
Ext. Loan. DBSA 
Internal funds 


John Taolo DM 
Internal funds 
John Taolo DM 
Kumba SLP/ I/Funds 
Internal funds 
Internal funds 
DTR&PW 
DTR&PW 


Gamagara Municipality MTREF 2009/10 - 2011/2012 


Medium Term Expenditure Framework 


Capital Expenditure By Vote 2009/10 


Vote/ Sub-Vote & 

AresJ 

Project 

Project 

2009/10 

2010/11 

2011/12 

Internal 

External 

JTG 

Government 

Public 

Total 

Project Desciption 

Ward 

No. 

Total 




Funds 

Loans 

District Mun 

Grants 

Contributions 





R 

R 

R 

R 

R 

R 

R 

R 

R 

R 

Sewer Network 














Sewer Truck - 

Dibeng/2 


700 000 


700 000 








0 

Reclaimed water Pipeline to Dam 



2 500 000 


2 500 000 

3 600 000 







0 

Sewer Pump x 2 



500 000 

100 000 

200 000 

200 000 


100 000 





100 000 

Self-priming pump 



100 000 

100 000 




100 000 





100 000 

Extension Sewer Network/ phase 1 - 

Ditloung/2 

P2.4 

15 050 000 

4 850 000 

5 400 000 

4 800 000 



2 449 747 


2 400 253 


4 850 000 

Conversion of Sewer Pump Station 



400 000 

100 000 

100 000 

200 000 


100 000 





100 000 

Sewer pump (truck) 



105 000 

30 000 

35 000 

40 000 


30 000 





30 000 

Sub Total 

19 355 000 

5 180 000 

8 935 000 

8 840 000 


330 000 

2 449 747 


2 400 253 


5 180 000 

Sewer - Works 














Lighting/ replacements 



380 000 

40 000 

140 000 

200 000 


40 000 





40 000 

Upgrading/ Oxidation Pond - 

Dibeng/2 

P2.1 

7 474 oil 


7 332 000 

142 011 








Upgrading/ Oxidation Pond - 

OFH/2 

P2 

15 292 600 

11 274 600 


4 018 000 


289 347 

4 550 253 


6 435 000 


11 274 600 

Building of Toilets x 10 - 

Dibeng/2 

P2.2 

100 000 

100 000 




100 000 





100 000 

Building of Toilets 

S/draai/2 


7 600 000 


3 600 000 

4 000 000 








Floatingvalve/ replacement 



210 000 

60 000 


150 000 


60 000 





60 000 

Sub Total 

31 056 611 

11 474 600 

11 072 000 

8 510 011 


489 347 

4 550 253 


6 435 000 

0 

11 474 600 

Electricitv 














IIKV Feeder - 08/09 

Sesheng/3 

PI 

3 720 838 

3 720 838 








3 720 838 

3 720 838 

Electrification 500 Stands - 

Sesheng 

Pl.l 

17 746 574 

14 146 574 


3 600 000 






14 146 574 

14 146 574 

20 MVA T ransformer - 

Kathu/1 

P1.9 

4 600 000 

2 100 000 

1 000 000 

1 500 000 



2 100 000 




2 100 000 

Electrical Substation - Supply 2 

Kathu/1 

Pl.lO 

55 000 000 

20 000 000 

18 500 000 

16 500 000 



20 000 000 




20 000 000 

Lamp poles - replacements 

1-4 

Pl.ll 

2 500 000 

1 000 000 

500 000 

1 000 000 


1 000 000 





1 000 000 

Masterplan/ Electrical Services 



40 000 

40 000 




40 000 





40 000 

Updating of As-belt Drawings - 

Kathu/1 


34 000 

34 000 




34 000 





34 000 

LDV- 

OFH/2-4 


140 000 

140 000 




140 000 





140 000 

LDV- 

Kathu/1 


140 000 

140 000 




140 000 





140 000 

Upgrading/ Industrial Stands/ phase 2 

Kathu/1 


8 660 592 


4 296 928 

4 363 664 








Upgrading/ Industrial Stands/ phase 3 

Kathu/1 


5 980 148 



5 980 148 








Sub Total 

98 562 152 

41 321 412 

24 296 928 

32 943 812 


1 354 000 

22 100 000 


0 

17 867 412 

41 321 412 

Water Distribution 














Water sources - Feasibility studies 

1-4 

P2.6 

1 150 000 

50 000 

600 000 

500 000 


50 000 





50 000 

Equipment for boreholes/ pipeline/ 


P2.ll 

2 400 000 

100 000 

1 150 000 

1 150 000 


100 000 





100 000 

Trash-pumps x 3 



336 000 

36 000 


300 000 


36 000 





36 000 

Fencing/ 400 mega litre dam 

Kathu 

P2.ll 

400 000 

400 000 




400 000 





400 000 

Water Valves - replacements 



950 000 

200 000 

300 000 

450 000 


200 000 





200 000 

Water Network - 92 stands 

Ditloung 

P2.5 

1 000 000 

1 000 000 




1 000 000 





1 000 000 

Bulk supply pipeline 


P2.7 

120 000 

120 000 




120 000 





120 000 

LDV 



140 000 

140 000 




140 000 





140 000 

Computer Software/ W&S Infra. Management 



420 000 

420 000 




420 000 





420 000 

Upgrade -Telemetry System 


P2.3 

2 300 000 

500 000 

800 000 

1 000 000 


500 000 





500 000 

Water Reticulation/ Chlorination - phase 2 

Dibeng/2 

P2.8 

4 200 000 

4 200 000 








4 200 000 

4 200 000 

Water Reservior - 

OFH/2-4 


18 000 000 


3 000 000 

15 000 000 








Sub Total 

31 416 000 

7 166 000 

5 850 000 

18 400 000 


2 966 000 

0 


0 

4 200 000 

7 166 000 

Water - Purification 














Fencing/ Water Purification Plant 

Kathu 

P2.10 

500 000 

150 000 

150 000 

200 000 


150 000 





150 000 

Chlorination System/ Reservoirs 

1-4 

P2.9 

1 250 000 

500 000 

250 000 

500 000 


500 000 





500 000 

Floating Valve 



165 000 

30 000 

60 000 

75 000 


30 000 





30 000 

Sub Total 

1 915 000 

680 000 

460 000 

775 000 


680 000 

0 


0 

0 

680 000 


Source of 
Funding 


Internal Funds 
Internal Funds 
Internal Funds 
Internal Funds 
MIG/DBSA Loan 
Internal Funds 
Internal Funds 


Internal Funds 
l/F&MIG 

l/F,MIG&DBSA Loan 
Internal Funds 
KumbaSLP 
Internal Funds 


Khomani Mine 
Khomani Mine 
Ext. Loan/DBSA 
Ext Loan/DBSA 
Internal Funds 
Internal Funds 
Internal Funds 
Internal Funds 
Internal Funds 
Ext Loan 
Ext. Loan 


Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
KumbaSLP 
External Loan 


Internal funds 
Internal funds 
Internal funds 


Gamagara Municipality MTREF 2009/10 - 2011/2012 




Capital Expenditure By Vote 2009/10 


Source of 

Internal 

External 

JTG 

Government 

Public 

Total 

Funding 

Funds 

Loans 

District Mun 

Grants 

Contributions 



R 

R 

R 

R 

R 

R 


10 000 





10 000 

Internal funds 

10 000 

0 


0 

0 

10 000 


16 000 





16 000 

Internal funds 

7 000 





7 000 

Internal funds 

12 000 





12 000 

Internal funds 

30 000 





30 000 

Internal funds 

10 000 





10 000 

Internal funds 

50 000 





50 000 

Internal funds 

85 000 





85 000 

Internal funds 

80 000 





80 000 

Internal funds 

7 000 





7 000 

Internal funds 

297 000 

0 


0 

0 

297 000 


40 000 





40 000 

Internal funds 

40 000 





40 000 

Internal funds 

40 000 





40 000 

Internal funds 

40 000 





40 000 

Internal funds 

160 000 

0 


0 

0 

160 000 








Internal funds 

15 000 





15 000 

Internal funds 

Internal funds 

Internal funds 

10 000 





10 000 

Internal funds 

Internal funds 

15 000 





15 000 

Internal funds 

6000 





6 000 

Internal funds 

40 000 





40 000 

Internal funds 

30 000 





30 000 

Internal funds 

20 000 





20 000 

Internal funds 

Internal funds 

8 000 





8 000 

Internal funds 

144 000 

0 


0 

0 

144 000 


200 000 





200 000 

Internal Funds 

30 000 





30 000 

Internal funds 

230 000 

0 


0 

0 

230 000 




Gamagara Municipality MTREF 2009/10 - 2011/2012 



Capital Expenditure By Vote 2009/10 

External JTG Government Public Total 

Loans District Mun Grants Contributions 
R R R R R 


30 000 

100 000 

15 000 

0 0 0 145 000 


810 000 
100 000 
400 000 
3 000 000 

50 000 


0 0 0 4 360 000 


600 000 
600 000 
100 000 
600 000 
100 000 
100 000 
100 000 
10 000 
6 000 


0 0 0 2 216 000 


350 000 
60 000 

50 000 
200 000 

40 000 
250 000 
50 000 
75 000 
6 000 
6 000 

50 000 

6 000 
35 000 
50 000 


0 0 0 1228 000 


Source of 
Funding 


Internal funds 

Internal funds 
Internal funds 


Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 


Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 


Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 



Gamagara Municipality MTREF 2009/10 - 2011/2012 



Capital Expenditure By Vote 2009/10 

Internal External 

JTG 

Government Public 

Total 

Funds Loans 

District Mun 

Grants Contributions 


R R 

R 

R R 

R 

30 000 



30 000 

30 000 



30 000 

10 000 



10 000 

30 000 



30 000 

100 000 0 


0 0 

100 000 

45 000 



45 000 

5 000 



5 000 

50 000 0 


0 0 

50 000 

30 000 



30 000 

10 000 



10 000 

15 000 



15 000 

300 000 



300 000 

100 000 



100 000 



3 000 000 

3 000 000 



1 000 000 

1 000 000 



5 400 000 

5 400 000 

500 000 



500 000 



300 000 

300 000 



350 000 

350 000 

955 000 0 


0 10 050 000 

11 005 000 

200 000 



200 000 

200 000 0 


0 0 

200 000 


Source of 
Funding 


Internal funds 
Internal funds 

Internal funds 
Internal funds 


Internal funds 
Internal funds 


Internal funds 
Internal funds 
Internal funds 
Internal funds 
Internal funds 
Khomani SLP 
Khomani SLP 
Khomani SLP 
Internal funds 
Khomani SLP 
Gamagra Dev Forum 


Internal funds 


21 002 847| 42 600 OOOl 


20 871 355| 


32 880 902| 


117 355 104 



Garmgara Local Munidpality 
Annual Capital Budget 2006/09 


Votef Department 

Prefect Description 

Area/ 

V\/&rd 

Source of Funding 

MLnidpal General 

Adninistralive 


Internal FltxIs 

Municipal Manager 

^^dninistralive 


Internal Fuxls 

Financial Services (BTC^ 

Adninistralive 


Internal FltxIs 

Ccxporate Services 

Adninistralive 


Internal Fuxls 


Purchase of laxi 

Kaihu&CFH 

DBSA- Loan 


Flaming, survey & regstralion of stands 

All 

Internal Fuxls 

Adrrin. Buildings 

Extaxing/ adrin offices 

Kalhu 

DBSA- Loan 


RemovaliorV fendng 

OFH 

Internal Fuxls 


Carpeting^ Ccxindl Chaniias 

KathiVClFH 

Internal Fuxls 


Telephone systerrV upgrading 


Internal Fuxls 

Housing 

100 Houses 

Ciheng 

DF1-G&H 


100 Houses 

OFH 

OFt-GaH + l/Funds 


Houses - rental stock 

All 

CeSA- Loan 


200 Houses 

OFH 

DFI-GiaH 

Infrastructure Services 

Adninvehides, tods&eqLipment 


Internal Fuxls 


Removalion of wortehop 

Cibeng 

Internal Fuxls 


Rerrxivalion of workshop 

OFH 

Internal Fuxls 


Grater 


DBSA- Loan 


Ront-end Lxeder 


DBSA- Loan 


Parking aea - pfrase 2 

Kalhu 

DBSA- Loan 

Roads, Streets & Storm/vater 

StormAeler 

Kalhu 

Internal Fuxls 


Sorrrwveter 

Ditloung 

Internal Fuxls 


Streets - maintenance 

OFH 

Internal Fuxls 


Streets - resealing 

All 

Internal Fuxls 


^Deedhtrrps 

All 

Internal Fuxls 


Paving intern^ roads 

OFH 

JTG DIW perxJing 




KuTtoaSLP 


StormABter Masterplan 


Internal Fuxls 


Adnin requrements 


Internal Fuxls 


Taxi Rank - phase 1 

Kalhu 

DTR&FV\<EFW=) 


Taxi Road - phase 2 

OFH 

EFV\F> 


SUMVIARY OF CAPITAL EXPENDinJFiE 2008/09 

12 3 


Approved 

Budget 2008/09 

R 


k/id-Year 

Expenditure 

R 


Ac|ustments 
Budget 2008/09 

R 


Draft 

Budget 2009/10 

R 

110 000 

530 500 

655 000 

ffiOOOO 

1200 000 

555 000 


54 245 

112 890 

315432 

22 525 

0 

0 


110 000 

530 500 

545 000 

285 000 

0 

510 000 


31000 

60 000 

240 500 

1000 000 

1 3700500 


505092 


1980 500 


1331 500| 

10000 000 

350 000 

40 000 


0 

13 515 

22 570 

30787 


2000000 

350 000 

60 000 

30 787 


10000000 

0 

60 000 

0 

1 10390000 


66872 


2440 787 


10060000I 

4350 600 

4350 600 

5000 000 


0 

0 

0 

0 


0 

0 

0 

0 


0 

0 

0 

11681448 

1 13701200 


0 


0 


116814481 

1582 000 

200 000 

200 000 

1550 000 

1200 000 

1500 000 


58078 

1809 

0 

0 

0 


841187 

0 

0 

0 

0 

0 


1231000 

0 

0 

2000 000 

1500 000 

0 

1 6232000 


59887 


841187 


4731 000| 

100 000 

1000 000 

500 000 

1200 000 

240 000 


0 

0 

1500 000 

0 

0 


0 

0 

1500 000 

0 

100 000 


2500000 

100 000 

2500 000 

763490 

100 000 

15 000 

320 000 

1 3040000 


1500 000 


1600 000 


6298 480| 


planning & desicfi 


300 houses for Dibeng - outer year 


Cuter yecf - 20icyil 
Outer year - 20icyil 
rdl-cwer 
rdl-cwer 

Cuter year - 20icyil 


JTG District Munidpality 


pi aming phase 
R???? 


Vote/ Department 

Prefect Description 

Area/ 

Vlbrd 

Source of Furtding 

Sewjer Network/ Wbrks 

Vehicles, tools, purrps & equiptrent 


Internal Fmeis 


Sanitation - 289 erven 

SPark 

DBSA- Loan 


Public SWiitation Facilities 

All 

Internal Fmeis 


Services/ 22 business sites - p2 

Kalhu 

DBSA- Loan 


Sewer pipeline to darr 

Kalhu 

CBSA- Loan 


IVbin s0Aer pipeline - phase 2 


DBSA- Loan 


Sewer network (refirbislment) 

OFH 

DBSA- Loan 


ExtaTsion existing netwok - phase 1 

Ditioung/2 

IVIG 


Extension existing network - phase 2 

atloung/2 

MG 


200Tdlets 

Sesheng/3 

Internal FlixIs 


10 Toilets 

Dbeng 

Internal Fmeis 


Up^ading - Oddation Pond 

OFH 

MG,DBSA& Internal funds 


Upgrading - Cfcdctetion Pend 

CibeTg 

Ktmba 


Updating - VNfeste \/\i&ter Treatirmt Ram 

Kalhu 

Kuniia 

Electricity 

289 Hgh density 


DBSA- Loan 


Hc^ mass lights 


DBSA- Loan 


Services/ 289 erven 

Sesheng/3 

DBSA- Loan 


Services/ 22 business sites - p2 

Kalhu 

DBSA- Loan 


UkVsuf^Dly - Village Wblk 

Kalhu 

DBSA- Loan 


Substation supply 2 

Kalhu 

DBSA- Loan 


Ring-feed/ 90 Town hoLBes 

Kalhu 

DBSA- Loan 


Larrp poles - replacements 

Kalhu 

DBSA- Loan 


IVlniatixe sttostation 

Kathu 

Internal Funds 


Upgrading/ Industrial sites 

Kathu 

Internal Funds 


llkV Feeder 

Kalhu 

Khomad MneSLF 


□ectrificaticn - 500 stends 

Kathu 

Khomari MneSLF 


20IWA Transformer 

Kathu 

DBSA- Loan 


IVbster plarV electrical services 


Internal Funds 


Updating of As-Belt drawings 


Internal Funds 


Vehicles 


Internal Funds 

V\j^er Dstribution 

Vehicles, tools, purrps, eqiipment& software 


Internal Funds 


Wbter Sources - GarBgara 


EBSA- Loan 


Whler network - 289 stands 

SlovoRark 

DBSA- Loan 


Whler ndwork - phase 2 

Dibeng 

DBSA- Loan 


Boreholes & purrps 

All 

EBSA- Loan 


Services/ 22 Business stands - phase 2 

Kathu 

EBSA- Loan 


Whler Tower & Reservoir 

Kathu 

EBSA- Loan 


Equipment for boreholes 

All 

EBSA- Loan 


Purrps - repia^eiTBnts 

All 

EBSA- Loan 


Fencing - 400mega/l Darr 

Kathu 

EBSA- Loan 


Whler valves - replacements 

All 

EBSA- Loan 


Tods 


EBSA- Loan 


Fendng - reservdr 

Sesheng/3 



Bulk supply pipeline (350rrm) - 07/0E 

Kathu 

Kuniia/loan 


Wbler pipeline (200tnn) 

Kathu &st 

Internal Funds 


TderrBtry ^Btem 

Kathu 

DAAF 


Tderretry systerry ipg'ading 

Kathu 



Wbter rdioJatiorV chlorinatior 

Dibeng 

KunijaSLP 


Whler network - 92 st»xis 

Ditloung 

Internal Funds 

V\^er - Reification 

Fendng - purification plam 

All 

Internal Funds 


Chlorination System - reservdrs 

All 

Internal Funds 


Floating valves 

All 

Internal Funds 


Corrment 


Approved 
Budget 2008/09 


Md-Year 

Expenditure 


Ac|ustments 
Budget 2008/09 


Draft 

Budget 2009/10 


2550 000 
1000 000 
500 000 
900 000 
2500 000 
4 700 000 
4400 000 
4120000 


100 000 
11274600 


20670 000 


1700000 
495 000 
1500 000 
500 000 
500 000 
16 560 000 
2140 000 
1000 000 


194200 
410 520 


20000000 


3 720838 
14 146 574 
2100 000 
40 000 
34000 
280 000 


41321412| 

896 000 
50 000 


24395000 

100 000 
2300 000 
1500 000 
2 514825 
150 000 
400 000 
10000 000 
1200 000 
60 000 
600 000 
100 000 
10 000 


0 | 

o[ 

Oi 

0\ 

Of 

60 0001 


1000 000 
350 000 
398 338 


500 000 
4200000 
1000 000 


7046 000| 

150 000 
500 000 
30 000 


oooo| 


IVl G & I ntemal fuxfe 
ouerspending approved 
partbaddog 

ajABit confitTTHtion on R7 500 OOC 
aABit confirmation cn R41 400 OOC 


Interna! funds 


Rl. 3m- KLrrte??7 


I/funds fcf feasibility studies 


delayed but orrplete 


Intern^ funds 


Interna! 44jcft query 
offset to biJk services 
Oopietion of 07/08 prqects 
emergent^ [>/\AF inspeoion 


Vote/ Department 

Prefect Description 

Area/ 

Vlbrd 

Source of Funding 

Libraries 

Adninistralive 

All(^ 

Internal Fuids 


Mobile Librwy 

DiepMoof 

Internal Fuids 


RemovatiorV Study Centre 

OFH&Wlee 

Internal Fuids 


Up^ading/ Kitchen & Store 

Dibeng 

Internal Fuids 

Cemeteries 

Graveyard/ plaining 

SPark 

Internal Fuids 


Fencing/ \a^I- graveywd 

Dbeig 

Internal Fuids 


Graveyard/ plaining 

Ditioung 

Internal Fuids 


Fencing - g'aveyard 

Din^eton 

Internal Fuids 

Traffic Services 

AdniiV operating tools & equipiTErt 


Internal Fuids 

Disaster Management 

Fire-fi^er 

All 

Internal Fuids 


/^dniiV vehicle 

All 

Internal Fuids 

Environmental hleatth 

/^dninistralive 



Cleansing Services 

Vehicles/ trucks, tods & equifirerii 

All 

Internal Fuids 


Upgrading/ Trwisfer station - phase 2 

Kaltiu 

DBSA- Loan 


Durrpng site -phase 1 

OFH/abeng 

DBSA- Loan 


Est^ishmait/ Larxffill site 


Internal Fuids 


Rennovation of offices - paries 


Internal Fuids 

Parks,Garden s & Rjblic Places 

Up^ading/ CcrrrrLiiity Halls 


Internal Fuids 


Ugrading of offices 


Internal Fuids 


Establishment of Pa1< 

SPark 

Internal Fuids 


Corrmjnity Hdl - phase 1 

Kalhu 

Internal Fuids 


Corrmjnity Hdl - phase 1 

DiepMoof 

Internal Fuids 


IVPCC - pfiase 2 

S'Park 

Internal Fuids 


Up^ading - Park 

OFH 

Internal Fuids 


Upgrading - Park 

Dibeng 

Internal Fuids 


Chairs & tables 

All 

Internal Fuids 

Khai-Appel Resort 

Tods, equiprront, machinery & bedding 


Internal Fuids 


Security office 


Internal Fuids 


Bocm-gate 


Internal Fuids 


Svumrnng pod 


Internal Fuids 


Fencing/ Whll 


Internal Fuids 


Access Road/ paving 


Internal Fuids 


LasAiTi/ plaiting 


Internal Fuids 


Conference fadlity - phase 1 


Internal Fuids 


Store rocm 


Internal Fuids 


Rennovation - Ablution Fadlity 


Internal Fuids 


Rennovation - Cafe 


Internal Fuids 

Strategy, Economic Dev & Planning 

Adininistralive 


Internal Fuids 

IDP 

Adninistralive 


Internal Fuids 

LED 

Trading facilities (CBD) 


Internal Fuids 


Fencing - cernTtnage Iwxf 


Internal Fuids 


Terrtoa Organics 


Khomari SLP 


Brick-making project 


Khomari SLP 


Coffin-making project 


Khomari SLP 

PRO/ Corrmjnications 

Adninistralive 


Internal Fuids 


Branding & Mwketing Boards 


Internal Fuids 


Corrment 


Approved 

Budget 2008/09 

R 


li/fd-Year 

Expenditure 

R 


Ac|ustments 
Budget 2008/09 

R 


Draft 

Budget 2009/10 

R 

278 000 

80 000 

45 000 


5572 

0 

0 


278 000 

0 

0 


75 000 

50 000 

165 000 

7000 

1 403000 


5572 


278 000 


297 000| 

200 000 

50 000 

50 000 

125 000 


0 

0 

0 

0 


0 

0 

0 

0 


40 000 

40 000 

40 000 

40 000 

1 4^000 


0 


0 


I 6 OOO 0 I 

386 500 


33096 


57 596 


144000 

1 386500 


33096 


57 596 


I 44 OO 0 I 

100 000 


0 


0 


0 

230 000 

1 100000 


0 


0 


23 OOO 0 I 







45 000 

1 0 


0 


0 


45 OO 0 I 

1199 000 

1000 000 

1200 000 


0 

0 

0 


4000 

0 

0 


200 000 

100 000 

400 000 

3000 000 

50 000 

1 3399000 


0 


4000 


3750 000| 

500 000 


0 

36 239 


0 

36 239 

165 000 


100 000 

100 000 

100 000 

100 000 

100 000 

100 000 

16 000 

1 500000 


36239 


201239 


616000 I 

276 000 

200 000 

10 900 

100 000 

300 000 

150 000 

100 000 


140 716 

0 

0 

0 

0 

0 

0 


236 000 


158 000 

60 000 

0 

200 000 

250 000 

50 000 

350 000 

75 000 

35 000 

50 000 

1 1136900 


140716 


236 000 


1228 000| 







100 000 

1 0 


0 


0 


loooool 

67 500 


9900 


67 500 


50 000 

1 67 500 


9900 


67 500 


50000 I 

100 000 


0 


0 


300 000 

100 000 

5400 000 

3000 000 

1000000 

1 100000 


0 


0 


9800 000| 

250 000 


16 866 

27000 


16 866 

133134 


200 000 

1 250 000 


43866 


150 000 


2 OOOO 0 I 








107831425 


9 641140 


25425611 


116424450 


OFH&V\felgelee 
Reception counter/ partitior 


out« yew - KVll 

Interna! FLinds^ planning 
internal Funds^formalisatior 

fcf corrpletion 

overspending approved 
Lpg-ading 


Boom-gate & Security oofice 
steel palisade fencing 


SCHEDULE 1 

REVENUE BY SOURCE 

Preceding Year 
2007/08 

Current Year 

2008/09 

1 Outer Years I 

Budget Year 
2009/10 

Budget Year 
2010/11 +1 

Budget Year 
2011/12 +2 

Budget 

R' 

A 

Approved Budget 

R' 

B 

Adjusted Budget 
(Electricity) 

R' 

C 

Adjusted Budget 
(Mid-Year) 

R' 

D 

Full Year 

Forecast 

R' 

E 

Budget 

R’ 

F 

Budget 

R' 

G 

Budget 

R' 

H 

Ooeratina Revenue bv Source 









Property rates 

5 880 000 

7 210 426 

7 210 426 

7 869 458 

7 869 458 

15 394 799 

16 179 934 

16 924 211 

Penalties & Collection charges 

12 500 

13 275 

13 275 

0 

0 

0 

0 

0 

Service charges - electricity revenue from tariff billings 

20 640 000 

23 810 304 

28 715 228 

30 715 228 

30 715 228 

35 154 906 

36 947 806 

38 647 405 

Service charges - water revenue from tariff billings 

12 270 000 

13 421 662 

13 421 662 

15 083 615 

15 083 615 

16 283 768 

17 114 240 

17 901 495 

Service charges - sanitation revenue from tariff billings 

4 786 000 

5 235 214 

5 235 214 

5 796 214 

5 796 214 

5 914 382 

6 216 015 

6 501 952 

Service charges - refuse removal from tariff billings 

5 000 000 

8 343 000 

8 343 000 

7 343 000 

7 343 000 

7 923 730 

8 327 840 

8 710 921 

Service charges - other 

0 

0 

0 

189 000 

189 000 

1 038 567 

1 091 534 

1 141 744 

Rental of facilities and equipment 

1 132 300 

1 400 000 

1 400 000 

2 500 000 

2 500 000 

2 511 452 

2 639 536 

2 760 955 

Interest earned - external investments 

960 000 

2 500 000 

2 500 000 

2 500 000 

2 500 000 

2 500 000 

2 627 500 

2 748 365 

Fines 

217 000 

512 960 

512 960 

514 000 

514 000 

541 784 

569 415 

595 608 

Licenses and permits 

304 200 

341 980 

341 980 

750 000 

750 000 

810 750 

852 098 

891 295 

Income for agency services 

458 000 

512 960 

512 960 

1 200 000 

1 200 000 

1 297 200 

1 363 357 

1 426 072 

Government grants & subsidies 

13 374 000 

11 195 000 

11 195 000 

12 177 335 

12 177 335 

14 592 000 

15 336 192 

16 041 657 

Gain on disposal of property plant and equipment 

0 

1 000 000 

1 000 000 

400 000 

400 000 

1 000 000 

1 051 000 

1 099 346 

Bulk Services 

0 

35 559 000 

35 559 000 

5 559 000 

5 559 000 

7 900 000 

8 302 900 

8 684 833 

Proceed from the sale of land 

40 124 194 

16 000 000 

16 000 000 

10 000 000 

10 000 000 

32 550 000 

34 210 050 

35 783 712 

Other 

533 248 

0 

0 

0 

0 

0 

0 

0 

Total Revenue By Source 

105 691 442 

127 055 781 

131 960 705 

102 596 850 

102 596 850 

145 413 338 

152 829 418 

159 859 571 


Column Definitions: 

A. The audited actual for 2007/08 as per the audited financial statements. If audit figures are not available for 2007/08, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2008/09 budget year. 

C. The budget for 2008/09 budget year as adjusted by council resolution in terms of the exemption (Gov Gazette 31184)from section 28 of the MFMA. 

D. The budget for 2008/09 budget year as adjusted by council resolution in terms of the mid-year assessment report 

E. An estimate of final actual figures (pre audit) for the 2008/09 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

F. The amount to be appropriated for the 2008/09 budget year. 

G. The indicative projection for 2009/10 

H. The indicative projection for 2010/11 










Preceding Year 


Current Year 


1 Outer Years I 

SCHEDULE 2 

2007/08 


2008/09 


Budget Year 

Budget Year 

Budget Year 







2009/10 

2010/11 +1 

2011/12 +2 

OPERATING EXPENDITURE BY VOTE 

Budget 

Approved Budget 

Adjusted Budget 

Adjusted Budget 

Full Year 

Budget 

Budget 

Budget 




(Electricity) 

(Mid-Year) 

Forecast 





R' 

R' 

R' 

R' 

R' 

R' 

R' 

R' 


A 

B 

C 

E 

F 

G 

H 

1 

Municipal General 

11 374 422 

11 314 937 

11 314 937 

9 117 391 

9 117 391 

10 104 978 

10 620 332 

11 108 867 

Municipal Manager 

0 

4 664 239 

4 664 239 

4 199 344 

4 199 344 

5 666 383 

5 955 369 

6 229 315 

Financial Services 

11 137 145 

15 658 200 

15 658 200 

11 187 059 

11 187 059 

11 110 570 

11 677 209 

12 214 361 

Corporate Services 

2 885 058 

11 839 795 

11 839 795 

8 165 960 

8 165 960 

12 432 316 

13 066 364 

13 667 417 

Infrastructure and services 

70 044 963 

58 288 215 

63 193 138 

51 412 796 

51 412 796 

74 758 365 

78 571 042 

82 185 310 

Community Services 

10 249 854 

22 753 548 

22 753 548 

16 580 580 

16 580 580 

27 745 286 

29 160 296 

30 501 669 

Strategy, Economic Development and Planning 

0 

2 531 732 

2 531 732 

1 931 652 

1 931 652 

3 593 314 

3 776 573 

3 950 295 

OPERATING EXPENDITURE BY VOTE 

105 691 442 

127 050 666 

131 955 589 

102 594 782 

102 594 782 

145 411 212 

152 827 184 

159 857 234 


Accumulated Surplus 5 116 2 126 


TOTAL 131 960 705 145 413 338 


Column Definitions: 

A. The audited actual for 2007/08 as per the audited financial statements. If audit figures are not available for 2007/08, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2008/09 budget year. 

C. The budget for 2008/09 budget year as adjusted by council resolution in terms of the exemption (Gov Gazette 31184)from section 28 of the MFMA. 

D. The budget for 2008/09 budget year as adjusted by council resolution in terms of the Mid-Year Budget Assessment - section 72 of the MFMA 

E. An estimate of final actual figures (pre audit) for the 2008/09 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

F. The amount to be appropriated for the 2008/09 budget year. 

G. The indicative projection for 2009/10 

H. The indicative projection for 2010/11 

Notes: 

I. The municipality should list its own votes and votes should be at the highest possible level (e.g. a vote for each department). 

2. The municipality may elect to show the vote as a GFS function or display the GFS function with votes underneath. Totals for each GFS function must then be shown. 

3. If the municipality elects not to show GFS function on this schedule, schedule 2(a) showing GFS function must be completed and approved. 

4. All budgeted amounts must be classified under a particular vote. Do not use "other". 

5. See example tables and charts provided in Annexure 3 (Table 2 and related charts - pages 23 to 25) 















SCHEDULE 2(a) 

OPERATING EXPENDITURE BY GFS 

Preceding Year 
2007/08 

Current Year 

2008/09 

1 Outer Years I 

Budget Year 
2009/10 

Budget Year 
2010/11 +1 

Budget Year 
2011/12 +2 

Budget 

R' 

A 

Approved Budget 

R' 

B 

Adjusted Budget 
(Electricity) 

R' 

C 

Adjusted Budget 
(Mid-Year) 

R' 

E 

Full Year 

Forecast 

R’ 

F 

Budget 

R' 

G 

Budget 

R' 

H 

Budget 

R' 

1 

Executive & Council 

11 374 422 

15 979 176 

15 979 176 

13 316 735 

13 316 735 

15 771361 

16 575 700 

17 338 183 

Finance & Admin 

14 022 203 

22 647 395 

24 147 395 

17 989 019 

17 989 019 

18 032 886 

18 952 563 

19 824 381 

Planning & Development 

3 802 990 

6 603 163 

6 603 163 

6 002 605 

6 002 605 

12 744 025 

13 393 970 

14 010 093 

Environmental Health 

1 867 066 

916 482 

916 482 

896 482 

896 482 

1 333 016 

1 401 000 

1 465 446 

Community & Social Services 

1 374 550 

8 091 559 

8 091 559 

3 367 778 

3 367 778 

4 671 946 

4 910 215 

5 136 085 

Housing 

138 154 

3 350 600 

3 350 600 

1 364 000 

1 364 000 

5 510 000 

5 791 010 

6 057 396 

Public Safety 

1 907 477 

3 055 090 

3 055 090 

2 458 406 

2 458 406 

3 432 468 

3 607 524 

3 773 470 

Sport and Recreation 

4 962 607 

4 595 235 

4 595 235 

4 650 928 

4 650 928 

8 231 575 

8 651 385 

9 049 349 

Waste Management 

4 646 018 

6 095 182 

6 095 182 

5 206 987 

5 206 987 

10 076 281 

10 590 171 

11 077 319 

Waste Water Management 

6 600 352 

11 548 602 

11 046 897 

7 432 407 

7 432 407 

9 993 861 

10 503 548 

10 986 711 

Road T ransport 

5 868 775 

5 933 523 

5 933 523 

3 742 402 

3 742 402 

2 889 270 

3 036 623 

3 176 307 

Water 

9 571 920 

13 202 055 

12 700 348 

9 227 875 

9 227 875 

18 218 663 

19 147 815 

20 028 614 

Electricity 

27 074 541 

23 606 613 

28 014 947 

26 042 199 

26 042 199 

33 538 477 

35 248 939 

36 870 391 

Other 

12 480 367 

1 425 992 

1 425 992 

896 959 

896 959 

967 383 

1 016 720 

1 063 489 

OPERATING EXPENDITURE BY VOTE 

105 691 442 

127 050 667 

131 955 589 

102 594 782 

102 594 782 

145 411 212 

152 827 184 

159 857 234 


Accumulated Surplus 5116 2 126 


Total 131 960 705 145 413 338 


Column Definitions: 

A. The audited actual for 2007/08 as per the audited financial statements. If audit figures are not available for 2007/08, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2008/09 budget year. 

C. The budget for 2008/09 budget year as adjusted by council resolution in terms of the exemption (Gov Gazette 31184)from section 28 of the MFMA. 

D. The budget for 2008/09 budget year as adjusted by council resolution in terms of the Mid-Year Budget Assessment - section 72 of the MFMA 

E. An estimate of final actual figures (pre audit) for the 2008/09 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

F. The amount to be appropriated for the 2008/09 budget year. 

G. The indicative projection for 2009/10 

H. The indicative projection for 2010/11 



















Preceding Year 


Current Year 


Outer Years 


SCHEDULES 

2007/08 


2008/09 


Budget Year 

Budget Year 

Budget Year 







2009/10 

2010/11 +1 

2011/12 +2 

CAPITAL EXPENDITURE BY VOTE 

Budget 

Approved Budget 

Adjusted Budget 

Adjusted Budget 

Full Year 

Budget 

Budget 

Budget 




(Electricity) 

(Mid-Year) 

Forecast 





R' 

R' 

R' 

R' 

R' 

R' 

R' 

R' 


A 

B 

C 

D 

E 

F 

G 

H 

Municipal General 

440 000 

110 000 

110 000 

110 000 

110 000 

31 000 

32 581 

34 080 

Municipal Manager 

0 

530 500 

530 500 

530 500 

530 500 

60 000 

63 060 

65 961 

Financial Services 

1 957 500 

655 000 

655 000 

545 000 

545 000 

241 500 

7 000 

7 000 

Corporate Services 

325 000 

26 496 200 

26 496 200 

3 235 787 

3 235 787 

11 060 000 

21 660 000 

5 000 000 

Infrastructure and services 

108 061 657 

73 271825 

73 271 825 

20 009 989 

20 009 989 

85 817 604 

86 358 573 

107 166 823 

Community Services 

4 583 100 

6 350 400 

6 350 400 

776 835 

776 835 

8 790 000 

14 909 000 

15 740 000 

Strategy, Economic Development and Planning 

0 

417 500 

417 500 

217 500 

217 500 

11 355 000 

310 000 

1 000 000 

CAPITAL EXPENDITURE BY VOTE 

115 367 257 

107 831 425 

107 831 425 

25 425 611 

25 425 611 

117 355 104 

123 340 214 

129 013 864 


Column Definitions: 

A. The audited actual for 2007/08 as per the audited financial statements. If audit figures are not available for 2007/08, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2008/09 budget year. 

C. The budget for 2008/09 budget year as adjusted by council resolution in terms of the exemption (Gov Gazette 31184)from section 28 of the MFMA. 

D. The budget for 2008/09 budget year as adjusted by council resolution in terms of the Mid-Year Budget Assessment - section 72 of the MFMA 

E. An estimate of final actual figures (pre audit) for the 2008/09 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

F. The amount to be appropriated for the 2008/09 budget year. 

G. The indicative projection for 2009/10 

H. The indicative projection for 2010/11 






SCHEDULE 3(a) 

CAPITAL EXPENDITURE BY GFS 

Preceding Year 
2007/08 

Current Year 

2008/09 

Outer Years I 

Budget Year 
2009/10 

Budget Year 
2010/11 +1 

Budget Year 
2011/12 +2 

Budget 

R' 

Approved Budget 

R' 

Approved Budget 
(Electricity) 

R' 

Adjusted Budget 
(Mid-Year) 

R' 

Full Year 

Forecast 

R' 

Budget 

R' 

Budget 

R' 

Budget 

R' 

Executive & Council 

440 000 

640 500 

640 500 

640 500 

640 500 

91 000 

95 641 

100 041 

Finance & Admin 

2 282 500 

13 450 000 

13 450 000 

3 780 787 

3 780 787 

11 301 500 

21 667 000 

5 007 000 

Planning & Development 

2 384 500 

6 399 500 

6 399 500 

908 687 

908 687 

15 636 000 

1 843 000 

1 898 000 

Health 

50 000 

0 

0 

0 

0 

145 000 

145 000 

55 000 

Community & Social Services 

74 600 

828 000 

828 000 

278 000 

278 000 

467 000 

250 000 

450 000 

Housing 

1 200 000 

13 701 200 

13 701 200 

0 

0 

14 181 448 

18 794 720 

24 500 000 

Public Safety 

325 500 

486 500 

486 500 

57 596 

57 596 

374 000 

1 065 000 

675 000 

Sport and Recreation 

433 000 

1 636 900 

1 636 900 

437 239 

437 239 

3 444 000 

8 069 000 

8 860 000 

Environmental Protection 

0 

0 

0 

0 

0 

0 

0 

0 

Waste Management 

2 500 000 

3 399 000 

3 399 000 

4 000 

4 000 

4 360 000 

5 380 000 

5 700 000 

Waste Water Management 

28 694 892 

20 670 000 

20 670 000 

5 155 744 

5 155 744 

16 654 600 

20 007 000 

17 350 011 

Road T ransport 

13 450 000 

3 040 000 

3 040 000 

1 600 000 

1 600 000 

1 333 144 

15 266 925 

11 800 000 

Water 

35 624 406 

18 934 825 

18 934 825 

11 808 338 

11 808 338 

7 846 000 

6 310 000 

19 175 000 

Electricity 

27 907 859 

24 395 000 

24 395 000 

604 720 

604 720 

41 321 412 

24 296 928 

32 943 812 

Other 

250 000 

250 000 

250 000 

150 000 

150 000 

200 000 

150 000 

500 000 

CAPITAL EXPENDITURE BY VOTE 

115 617 257 

107 831 425 

107 831 425 

25 425 611 

25 425 611 

117 355 104 

123 340 214 

129 013 864 


Column Definitions: 

A. The audited actual for 2007/08 as per the audited financial statements. If audit figures are not available for 2007/08, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2008/09 budget year. 

C. The budget for 2008/09 budget year as adjusted by council resolution in terms of the exemption (Gov Gazette 31184)from section 28 of the MFMA. 

D. The budget for 2008/09 budget year as adjusted by council resolution in terms of the Mid-Year Budget Assessment - section 72 of the MFMA 

E. An estimate of final actual figures (pre audit) for the 2008/09 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

F. The amount to be appropriated for the 2008/09 budget year. 

G. The indicative projection for 2009/10 

H. The indicative projection for 2010/11 





Preceding Year 


Current Year 


1 Outer Years I 

SCHEDULE 4 

2007/08 


2008/09 


Budget Year 
2009/10 

Budget Year 
2010/11 +1 

Budget Year 
2011/12 +2 

CAPITAL FUNDING BY SOURCE 

Budget 

R' 

R' 

Approved Budget 

R' 

Adjusted Budget 

R' 

Full Year 

Forecast 

R' 

Budget 

R' 

Budget 

R' 

Budget 

R' 

National Government 

Amounts allocated / gazetted for that year 

Amounts carried over from previous years 

9 900 000 

4 120 000 

3 891 481 

3 891 481 

6 435 000 

2 400 253 

7 332 000 

8 818 000 

Total Grants & Subsidies - National Government 

9 900 000 

4 120 000 

3 891 481 

3 891 481 

8 835 253 

7 332 000 

8 818 000 

Provincial Government 

Amounts allocated / gazetted for that year 

Amounts carried over from previous years 

2 500 000 

-71 000 

8 350 600 

398 338 

398 338 

12 036 102 

26 066 925 


Total Grants & Subsidies - Provincial Government 

2 429 000 

8 350 600 

398 338 

398 338 

12 036 102 

26 066 925 

0 

District Municipality 

Amounts allocated for that year 

Amounts carried over from previous years 

200 000 

0 

0 

0 

0 

0 

0 

Total Grants & Subsidies - District Municipalities 

200 000 

0 

0 

0 

0 

0 

0 

Total Government Grants & Subsidies 

12 529 000 

12 470 600 

4 289 819 

4 289 819 

20 871 355 

33 398 925 

8 818 000 

Public Contributions & Donations 





32 880 902 

3 600 000 


Accumulated Surplus (Own Funds) 

13 368 100 

15 496 000 

8 135 792 

8 135 792 

21 002 847 

33 644 361 

76 852 052 

External Loans 

89 720 157 

79 864 825 

13 000 000 

13 000 000 

42 600 000 

52 696 928 

43 343 812 

TOTAL FUNDING OF CAPITAL EXPENDITURE^ 

115 617 257 

107 831 425 

25 425 611 

25 425 611 

117 355 104 

123 340 214 

129 013 864 


Column Definitions: 

A. The audited actual for 2007/08 as per the audited financial statements. If audit figures are not available for 2007/08, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2008/09 budget year. 

C. The budget for 2008/09 budget year as adjusted by council resolution in terms of the exemption (Gov Gazette 31184)from section 28 of the MFMA. 

D. The budget for 2008/09 budget year as adjusted by council resolution in terms of the Mid-Year Budget Assessment - section 72 of the MFMA 

E. An estimate of final actual figures (pre audit) for the 2008/09 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

F. The amount to be appropriated for the 2008/09 budget year. 

G. The indicative projection for 2009/10 

H. The indicative projection for 2010/11 








Preceding Year 


Current Year 



Outer Years | 

TABLE 1 

2007/08 


2008/09 


Budget Year 
2009/10 

Budget Year 
2010/11 +1 

Budget Year 
2011/12 +2 

REVENUE BY SOURCE 

Budget 

R' 

A 

Approved Budget 

R' 

B 

Adjusted Budget 

(Electricity) 

R' 

C 

Adjusted Budget 

(Mid-Year) 

R' 

E 

Full Year 

Forecast 

R' 

F 

Budget 

R' 

G 

Budget 

R' 

H 

Budget 

R' 

1 

Ooeratina Revenue bv Source 

Property rates 

5 880 000 

7 210 426 

7 210 426 

7 869 458 

7 869 458 

15 394 799 

16 179 934 

16 924 211 

Penalties & Collection charges 

12 500 

13 275 

13 275 

0 

0 

0 

0 

0 

Service charges - electricity revenue from tariff billings 

20 640 000 

23 810 304 

28 715 228 

30 715 228 

30 715 228 

35 154 906 

36 947 806 

38 647 405 

Service charges - water revenue from tariff billings 

12 270 000 

13 421 662 

13 421 662 

15 083 615 

15 083 615 

16 283 768 

17 114 240 

17 901 495 

Service charges - sanitation revenue from tariff billings 

4 786 000 

5 235 214 

5 235 214 

5 796 214 

5 796 214 

5 914 382 

6 216 015 

6 501 952 

Service charges - refuse removal from tariff billings 

5 000 000 

8 343 000 

8 343 000 

7 343 000 

7 343 000 

7 923 730 

8 327 840 

8 710 921 

Service charges - other 

0 

0 

0 

189 000 

189 000 

1 038 567 

1 091 534 

1 141 744 

Rental of facilities and equipment 

1 132 300 

1 400 000 

1 400 000 

2 500 000 

2 500 000 

2 511 452 

2 639 536 

2 760 955 

Interest earned - external investments 

960 000 

2 500 000 

2 500 000 

2 500 000 

2 500 000 

2 500 000 

2 627 500 

2 748 365 

Fines 

217 000 

512 960 

512 960 

514 000 

514 000 

541 784 

569 415 

595 608 

Licenses and permits 

304 200 

341 980 

341 980 

750 000 

750 000 

810 750 

852 098 

891 295 

Income for agency services 

458 000 

512 960 

512 960 

1 200 000 

1 200 000 

1 297 200 

1 363 357 

1 426 072 

Government grants & subsidies 

13 374 000 

11 195 000 

11 195 000 

12 177 335 

12 177 335 

14 592 000 

17 848 000 

19 654 000 

Gain on disposal of property plant and equipment 

0 

1 000 000 

1 000 000 

400 000 

400 000 

1 000 000 

1 051 000 

1 099 346 

Bulk Services 

0 

35 559 000 

35 559 000 

5 559 000 

5 559 000 

7 900 000 

8 302 900 

8 684 833 

Proceed from the sale of land 

40 124 194 

16 000 000 

16 000 000 

10 000 000 

10 000 000 

32 550 000 

34 210 050 

35 783 712 

Other 

533 248 

0 

0 

0 

0 

0 

0 

0 

Total Revenue By Source 

105 691 442 

127 055 781 

131 960 705 

102 596 850 

102 596 850 

145 413 338 

155 341 226 

163 471 915 


Column Definitions : 

A. The audited actual for 2006/07 as per the audited financial statements. If audit figures are not available for 2006/07, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2007/08 budget year. 

C. The budget for 2007/08 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2007/08 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

E. The amount to be appropriated for the 2008/09 budget year. 

F. The indicative projection for 2010/11 

G. The indicative projection for 2011/12 

Notes: 


Proceeds from the sale of land and revenue generated for bulk services provided is combined for the previous years as the budget was it was not separated during the Info, compliant budget 








Revenue by Major Source 09/10 



□ Electricity tariffs 
■ Property rates 
□Grants & subsidies 
□Water tariffs 
■Other 


□TOTAL 



□ Regional service levies 

■ Fines 

□ Rental of facilities and equipment 

□ Interest earned - external investments 

■ Refuse tariffs 

□ Sanitation tariffs 
□Other service charges 

□ interest earned - outstanding debtors 

■ Licenses and permits 
□TOTAL 



Preceding Year 


Current Year 


Outer Years | 

TABLE 2 

2007/08 


2008/09 


Budget Year 

Budget Year 

Budget Year 







2009/10 

2010/11 +1 

2011/12 +2 

OPERATING EXPENDITURE BY VOTE 

Budget 

Approved Budget 

Adjusted Budget 

Adjusted Budget 

Full Year 

Budget 

Budget 

Budget 




(Electricity) 

(Mid-Year) 

Forecast 





R' 

R' 

R' 

R' 

R' 

R' 

R' 

R' 


A 

B 

C 

E 

F 

G 

H 

1 

Municipal General 

11 374 422 

11 314 937 

11 314 937 

9 117 391 

9 117 391 

10 104 978 

10 620 332 

11 108 867 

Municipal Manager 

0 

4 664 239 

4 664 239 

4 199 344 

4 199 344 

5 666 383 

5 955 369 

6 229 315 

Financial Services 

11 137 145 

15 658 200 

15 658 200 

11 187 059 

11 187 059 

11 110 570 

11 677 209 

12 214 361 

Corporate Services 

2 885 058 

11 839 795 

11 839 795 

8 165 960 

8 165 960 

12 432 316 

13 066 364 

13 667 417 

Infrastructure and services 

70 044 963 

58 288 215 

63 193 138 

51 412 796 

51 412 796 

74 758 365 

78 571 042 

82 185 310 

Community Services 

10 249 854 

22 753 548 

22 753 548 

16 580 580 

16 580 580 

27 745 286 

29 160 296 

30 501 669 

Strategy, Economic Development and Planning 

0 

2 531 732 

2 531 732 

1 931 652 

1 931 652 

3 593 314 

3 776 573 

3 950 295 

OPERATING EXPENDITURE BY VOTE 

105 691 442 

127 050 666 

131 955 589 

102 594 782 

102 594 782 

145 411 212 

152 827 184 

159 857 234 


Accumulated Surplus 2 126 


TOTAL 145 413 338 


Column Definitions : 

A. The audited actual for 2006/07 as per the audited financial statements. If audit figures are not available for 2006/07, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2007/08 budget year. 

C. The budget for 2007/08 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2007/08 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

E. The amount to be appropriated for the 2008/09 budget year. 

F. The indicative projection for 2010/11 

G. The indicative projection for 2011/12 

Notes: 

1. The municipality should list its own votes and votes should be at the highest possible level (e.g. a vote for each department). 

2. The municipality may elect to show the vote as a GFS function or display the GFS function with votes underneath. Totals for each GFS function must then be shown. 

3. If the municipality elects not to show GFS function on this schedule, schedule 2(a) showing GFS function must be completed and approved. 

4. All budgeted amounts must be classified under a particular vote. Do not use "other". 

5. See example tables and charts provided in Annexure 3 (Table 2 and related charts - pages 23 to 25) 









Major Opex by Vote 09/10 




□Executive and Council 
■Municipal Manager 
□Financial Services 
□Corporate Services 
■infrastructure and Services 
□Community Services 

□Strategy, Economic development and planning 
□TOTAL 



Preceding Year 


Current Year 


Outer Years | 

TABLE 3 

2007/08 


2008/09 


Budget Year 

Budget Year 

Budget Year 







2009/10 

2010/11 +1 

2011/12 +2 

CAPITAL EXPENDITURE BY VOTE 

Budget 

Approved Budget 

Adjusted Budget 

Adjusted Budget 

Full Year 

Budget 

Budget 

Budget 




(Electricity) 

(Mid-Year) 

Forecast 





R' 

R' 

R' 

R' 

R' 

R' 

R' 

R' 


A 

B 

C 

D 

E 

F 

G 

H 

Municipal General 

440 000 

110 000 

110 000 

110 000 

110 000 

31 000 

32 581 

34 080 

Municipal Manager 

0 

530 500 

530 500 

530 500 

530 500 

60 000 

63 060 

65 961 

Financial Services 

1 957 500 

655 000 

655 000 

545 000 

545 000 

241 500 

7 000 

7 000 

Corporate Services 

325 000 

26 496 200 

26 496 200 

3 235 787 

3 235 787 

11 060 000 

21 660 000 

5 000 000 

Infrastructure and services 

108 061 657 

73 271 825 

73 271 825 

20 009 989 

20 009 989 

85 817 604 

86 358 573 

107 166 823 

Community Services 

4 583 100 

6 350 400 

6 350 400 

776 835 

776 835 

8 790 000 

14 909 000 

15 740 000 

Strategy, Economic Development and Planning 

0 

417 500 

417 500 

217 500 

217 500 

11 355 000 

310 000 

1 000 000 

CAPITAL EXPENDITURE BY VOTE 

115 367 257 

107 831 425 

107 831 425 

25 425 611 

25 425 611 

117 355 104 

123 340 214 

129 013 864 


Column Definitions : 

A. The audited actual for 2006/07 as per the audited financial statements. If audit figures are not available for 2006/07, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2007/08 budget year. 

C. The budget for 2007/08 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2007/08 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

E. The amount to be appropriated for the 2008/09 budget year. 

F. The indicative projection for 2010/11 

G. The indicative projection for 2011/12 








Capex by Vote 09/10 



□ Municipal General 

■ Municipal Manager 

□ Financial Services 
□Corporate Services 

■ Infrastructure and services 

□ Community Services 

□ Strategy, Economic Development and Planning 



Preceding Year 


Current Year 


1 Outer Years I 

TABLE 4 

2007/08 


2008/09 


Budget Year 
2009/10 

Budget Year 
2010/11 +1 

Budget Year 
2011/12 +2 

CAPITAL FUNDING BY SOURCE 

Budget 

R' 

R' 

Approved Budget 

R' 

Adjusted Budget 

R' 

Full Year 

Forecast 

R' 

Budget 

R' 

Budget 

R’ 

Budget 

R' 

National Government 

Amounts allocated / gazetted for that year 

Amounts carried over from previous years 

9 900 000 

4 120 000 

3 891 481 

3 891481 

6 435 000 

2 400 253 

7 332 000 

8 818 000 

Total Grants & Subsidies - National Government 

9 900 000 

4 120 000 

3 891 481 

3 891 481 

8 835 253 

7 332 000 

8 818 000 

Provincial Government 

Amounts allocated / gazetted for that year 

Amounts carried over from previous years 

2 500 000 

-71 000 

8 350 600 

398 338 

398 338 

12 036 102 

26 066 925 


Total Grants & Subsidies - Provincial Government 

2 429 000 

8 350 600 

398 338 

398 338 

12 036 102 

26 066 925 

0 

District Municipality 

Amounts allocated for that year 

Amounts carried over from previous years 

200 000 

0 

0 

0 

0 

0 

0 

Total Grants & Subsidies - District Municipalities 

200 000 

0 

0 

0 

0 

0 

0 

Total Government Grants & Subsidies 

12 529 000 

12 470 600 

4 289 819 

4 289 819 

20 871 355 

33 398 925 

8 818 000 

Public Contributions & Donations 





32 880 902 

3 600 000 


Accumulated Surplus (Own Funds) 

13 368 100 

15 496 000 

8 135 792 

8 135 792 

21 002 847 

33 644 361 

76 852 052 

External Loans 

89 720 157 

79 864 825 

13 000 000 

13 000 000 

42 600 000 

52 696 928 

43 343 812 

TOTAL FUNDING OF CAPITAL EXPENDITURE^ 

115 617 257 

107 831 425 

25 425 611 

25 425 611 

117 355 104 

123 340 214 

129 013 864 


Column Definitions: 

A. The audited actual for 2006/07 as per the audited financial statements. If audit figures are not available for 2006/07, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2007/08 budget year. 

C. The budget for 2007/08 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2007/08 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

E. The amount to be appropriated for the 2008/09 budget year. 

F. The indicative projection for 2010/11 

G. The indicative projection for 2011/12 









Capital Funding by Source 2009/10 



□ 

■Grants - National Government 
□Amounts c/o from previous years 
□Grants - Provincial Government 
■Amounts c/o from previous years 

□ District Municipality 

□ Public Contributions & Donations 

□ External Loans 
□Accumulated Surplus 


TABLE 6 

Preceding Year 


Current Year 



Outer Years | 

OPERATING EXPENDITURE BY TYPE 

2007/08 


2008/09 


Budget Year 
2009/10 

Budget Year 
2010/11 +1 

Budget Year 
2011/12 +2 


Budget 

R’ 

A 

Approved Budget 

R’ 

B 

Adjusted Budget 

(Electricity) 

R’ 

C 

Adjusted Budget 

(Mid-Year) 

R’ 

E 

Full Year 

Forecast 

R’ 

F 

Budget 

R’ 

G 

Budget 

R’ 

H 

Budget 

R’ 

1 

Ooeratina Expenditure bvTvoe 

Employee related costs 

32 902 000 

40 716 819 

40 716 819 

32 194 542 

32 194 542 

44 433 084 

46 699 171 

48 847 333 

Remuneration of Councillors 

1 247 231 

1 564 235 

1 564 235 

1 738 689 

1 738 689 

1 832 578 

1 926 039 

2 014 637 

Bad debts 

1 000 000 

3 500 000 

3 500 000 

1 500 000 

1 500 000 

2 000 000 

2 102 000 

2 198 692 

Collection costs 

0 

1 250 000 

1 250 000 

250 000 

250 000 

300 000 

315 300 

329 804 

Depreciation 

0 

0 

0 

0 

0 

0 

0 

0 

Repairs and maintenance 

3 603 070 

4 506 500 

4 506 500 

3 006 500 

3 006 500 

4 321 400 

4 541 791 

4 750 714 

Interest paid 

10 020 580 

11 500 001 

11 500 001 

9 319 801 

9 319 801 

16 039 300 

16 857 304 

17 632 740 

Bulk purchases - Electricity 

14 800 000 

18 000 000 

22 904 923 

21 731 756 

21 731 756 

29 120 553 

30 605 701 

32 013 563 

Bulk purchases - Water 

2 300 500 

5 000 000 

5 000 000 

2 500 000 

2 500 000 

2 625 000 

2 758 875 

2 885 783 

Contracted services 

1 404 550 

1 491 632 

1 491 632 

1 491 632 

1 491 632 

2 083 500 

2 189 759 

2 290 487 

Grants and subsidies paid 

0 

0 

0 

0 

0 

0 

0 

0 

Advertising 

100 000 

870 000 

870 000 

615 000 

615 000 

562 200 

590 872 

618 052 

Audit fees 

500 000 

1 350 702 

1 350 702 

1 350 702 

1 350 702 

1 000 000 

1 051 000 

1 099 346 

Bank charges 

83 600 

150 000 

150 000 

150 000 

150 000 

150 000 

157 650 

164 902 

Communications 

0 

473 500 

473 500 

473 500 

473 500 

766 000 

805 066 

842 099 

Insurance 

0 

415 000 

415 000 

415 000 

415 000 

446 000 

468 746 

490 308 

Legal fees 

300 000 

400 000 

400 000 

800 000 

800 000 

250 000 

262 750 

274 837 

Seminar / Conferences 

20 000 

125 000 

125 000 

125 000 

125 000 

209 000 

219 659 

229 763 

Travel and Accommodation 

835 000 

1 927 000 

1 927 000 

1 747 000 

1 747 000 

1 650 600 

1 734 781 

1 814 581 

Other 

36 574 911 

33 810 277 

33 810 277 

23 185 660 

23 185 660 

37 621 997 

39 540 719 

41 359 592 

Total Operating Expenditure By Type 

105 691 442 

127 050 666 

131 955 589 

102 594 782 

102 594 782 

145 411 212 

152 827 184 

159 857 234 


lAccumulated surplus 2126 


Total 145 413 338 


Column Definitions: 

A. The audited actual for 2006/07 as per the audited financial statements. If audit figures are not available for 2006/07, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2007/08 budget year. 

C. The budget for 2007/08 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2007/08 budget year at the point in time of preparing the budget for the 2007/08 budget year. This may differ from C. 

E. The amount to be appropriated for the 2008/09 budget year. 

F. The indicative projection for 2009/10 

G. The indicative projection for 2010/11 


Notes: 












Operating Expenditure by Major Type (see next chart for break down of other) 
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07/08 

Aud 

08/09 

Bud 

08/09 

Adj 

08/09 

Adj 

08/09 

Est 

09/10 

Bud 

10/11 

Proj 

11/12 

Proj 

□Insurance 

0 

415 000 

415 000 

415 000 

415 000 

446 000 

468 746 

490 308 

■ Interest paid 

10 020 58 

11 500 00 

11 500 00 

9 319 801 

9 319 801 

16 039 30 

16 857 30 

17 632 74 

□ Bulk purchases - Water 

2 300 500 

5 000 000 

5 000 000 

2 500 000 

2 500 000 

2 625 000 

2 758 875 

2 885 783 

■ Depreciation 

0 

0 

0 


0 

0 

0 

0 

□ Repairs and maintenance 

3 603 070 

4 506 500 

4 506 500 

3 006 500 

3 006 500 

4 321 400 

4 541 791 

4 750 714 

□ Other 

36 574 91 

33 810 27 

33 810 27 

23 185 66 

23 185 66 

37 621 99 

39 540 71 

41 359 59 

□ Bulk purchases - Electricity 

14 800 00 

18 000 00 

22 904 92 

21 731 75 

21 731 75 

29 120 55 

30 605 70 

32 013 56 

□ Employee related costs 

32 902 00 

40 716 81 

40 716 81 

32 194 54 

32 194 54 

44 433 08 

46 699 17 

48 847 33 




Operating Expenditure by Minor Type (break down of other from previous chart) 


14 000 000 


12 000 000 


10 000 000 


R'00§ 


6 000 000 


4 000 000 


2 000 000 



/09Adj 08/09Adj ' 08/09 Est | 09/10 Bud 10/11 Pro j 11/12 Proj 

50 000 250 000 250 000 300 000 315 300 329 804 


U 

07/08 Aud 

08/09 Bud 

08/09Adj 

08/09Adj 

08/09 Est 1 09/10 Bud 

10/11 Proj 

11/12 Proj 

□ Collection costs 

0 

1 250 000 

1 250 000 

250 000 

250 000 

300 000 

315 300 

329 804 

□ Remuneration of Councillors 

1 247 231 

1 564 235 

1 564 235 

1 738 689 

1 738 689 

1 832 578 

1 926 039 

2 014 637 

■Travel and Accommodation 

835 000 

1 927 000 

1 927 000 

1 747 000 

1 747 000 

1 650 600 

1 734 781 

1 814 581 

■ Seminar / Conferences 

20 000 

125 000 

125 000 

125 000 

125 000 

209 000 

219 659 

229 763 

□Audit fees 

500 000 

1 350 702 

1 350 702 

1 350 702 

1 350 702 

1 000 000 

1 051 000 

1 099 346 

■ Grants and subsidies paid 

0 

0 

0 


0 

0 

0 

0 

□ Bank charges 

83 600 

150 000 

150 000 

150 000 

150 000 

150 000 

157 650 

164 902 

■Advertising 

100 000 

870 000 

870 000 

615 000 

615 000 

562 200 

590 872 

618 052 

□ Bad debts 

0 

3 500 000 

3 500 000 

1 500 000 

1 500 000 

2 000 000 

2 102 000 

2 198 692 

□ Legal fees 

300 000 

400 000 

400 000 

800 000 

800 000 

250 000 

262 750 

274 837 

■ Communications 

0 

473 500 

473 500 

473 500 

473 500 

766 000 

805 066 

842 099 

□ Contracted services 

1 404 550 

1 491 632 

1 491 632 

1 491 632 

1 491 632 

2 083 500 

2 189 759 

2 290 487 






Preceding Year 


Current Year 


1 Medium Term Revenue and Expenditure Framework I 



2007/08 


2008/09 


Budget Year 

Budget Year +1 

Budget Year +2 








2009/10 

2010/11 

2011/12 

RECONCILIATION OF IDP & BUDGET ■ REV 


Audited Actual 

Approved Budget 

Adjusted Budget 

Adjusted Budget 

Full Year Forecast 

Budget 

Budget 

Budget 





(Electricity) 

(Mid-Year) 

R' 

R' 

R' 

R' 



R' 

R' 

R' 

R' 





Strategic Objective 

Action Plan 

A 

B 

C 

E 

D 

E 

F 

G 

Sustainable Services 

Water 

26 477 744 

13 421 662 

13 421 662 

15 083 615 

15 083 615 

16 308 768 

17 140 515 

17 928 979 

Sustainable Services 

Electricity 

28 294 583 

23 810 304 

28 715 228 

30 715 228 

30 715 228 

35 226 406 

37 022 953 

38 726 009 

Sustainable Services 

Sanitation 

15 874 235 

13 421 662 

13 421 662 

5 796 214 

5 796 214 

6 265 707 

6 585 258 

6 888 180 

Sustainable Services 

Waste Management 

6 047 200 

8 343 000 

8 343 000 

7 343 000 

7 343 000 

7 937 783 

8 342 610 

8 726 370 

Sustainable Services 

Health 

86 800 

92 182 

92 182 

69 000 

69 000 

74 000 

77 774 

81 352 

Sustainable Services 

Community 

561 140 

595 931 

595 931 

268 040 

268 040 

272 124 

286 002 

299 158 

Infrastructure 

Roads & Stormwater 

5 350 000 

4 993 351 

4 993 351 

0 

0 

0 

0 

0 

Infrastructure 

Cemeteries 

14 000 

14 868 

14 868 

88 000 

88 000 

92 000 

96 692 

101 140 

Infrastructure 

Housing 

32 300 

34 303 

34 303 

0 

0 

0 

0 

0 

Infrastructure 

Sport Stadium 2010 

0 

0 

0 



0 

0 

0 

Infrastructure 

Open Space 

0 

0 

0 



0 

0 

0 

Infrastructure 

Public Amenities 

0 

0 

0 



0 

0 

0 

Good Governance 

Support Services / Fleet 

0 

0 

0 



0 

0 

0 

Good Governance 

Integrated Planning 

0 

0 

0 

169 000 

169 000 

182 689 

192 006 

200 838 

Good Governance 

Financial Management 

500 000 

500 000 

500 000 

11 604 458 

11 604 458 

19 559 799 

20 557 349 

21 502 987 

Good Governance 

Human Resources Management 

327 940 

348 272 

348 272 

0 

0 

0 

0 

0 

Environmental Management 

Land Management 

0 

51 559 000 

51 559 000 

15 559 000 

15 559 000 

40 450 000 

42 512 950 

44 468 546 

Economic Development 

Local Economic Development 

0 

0 

0 



0 

0 

0 

Social Development 

Culture & Sport 

0 

0 

0 

2 640 000 

2 640 000 

2 568 452 

2 699 443 

2 823 617 

Social Development 

Public Participation 

7 854 000 

8 340 948 

8 340 948 

10 798 335 

10 798 335 

13 827 000 

14 532 177 

15 200 657 

Safety & Security 

Road Safety 

1 089 800 

1 367 900 

1 367 900 

2 462 960 

2 462 960 

2 648 610 

2 783 689 

2 911 739 

Safety & Security 

Fire & Rescue 

200 000 

212 400 

212 400 

0 

0 

0 

0 

0 

Safety & Security 

Disaster Management 

0 

0 

0 



0 

0 

0 

Safety & Security 

Security 

0 

0 

0 



0 

0 

0 

Other 


12 981 700 

0 

0 


0 

0 

0 

0 

TOTAL OPERATING REVENUE 


105 691 442 

127 055 782 

131 960 707 

102 596 850 

102 596 850 

145 413 338 

152 829 418 

159 859 571 


Column Definitions: 

A. The audited actual for 2004/05 as per the audited financial statements. If audit figures are not available for 2004/05, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2005/06 budget year. 

C. The budget for 2005/06 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2005/06 budget year at the point in time of preparing the budget for the 2006/07 budget year. This may differ from C. 

E. The amount to be appropriated for the 2006/07 budget year. 

F. The indicative projection for 2007/08 

G. The indicative projection for 2008/09 






Preceding Year 


Current Year 


1 Medium Term Revenue and Expenditure Framework I 



2007/08 


2008/09 


Budget Year 

Budget Year +1 

Budget Year +2 

RECONCILIATION OF IDP & BUDGET ■ OPEX 







2009/10 

2010/11 

2011/12 



Audited Actual 

Approved Budget 

Adjusted Budget 

Adjusted Budget 

Full Year Forecast 

Budget 

Budget 

Budget 





(Electricity) 

(Mid-Year) 

R’ 

R' 

R’ 

R' 



R’ 

R' 

R’ 

R' 





Strategic Objective 

Action Plan 

A 

B 

C 

E 

D 

E 

F 

G 

Sustainable Services 

Water 

9 571 920 

13 202 055 

12 700 348 

9 227 875 

9 227 875 

18 218 663 

19 147 815 

20 028 614 

Sustainable Services 

Electricity 

27 074 541 

23 606 613 

28 014 947 

26 042 199 

26 042 199 

33 538 477 

35 248 939 

36 870 391 

Sustainable Services 

Sanitation 

6 600 352 

11 548 602 

11 046 897 

7 432 407 

7 432 407 

9 993 861 

10 503 548 

10 986 711 

Sustainable Services 

Waste Management 

4 646 018 

6 095 182 

6 095 182 

5 206 987 

5 206 987 

10 076 281 

10 590 171 

11 077 319 

Sustainable Services 

Health 

1 867 066 

916 482 

916 482 

896 482 

896 482 

1 333 016 

1 401 000 

1 465 446 

Sustainable Services 

Community 

1 280 314 

8 091 559 

8 091 559 

3 367 778 

3 367 778 

4 201 446 

4 415 720 

4 618 843 

Infrastructure 

Roads & Stormwater 

5 868 775 

5 933 523 

5 933 523 

3 742 402 

3 742 402 

2 889 270 

3 036 623 

3 176 307 

Infrastructure 

Cemeteries 

94 236 

0 

0 

0 

0 

470 500 

494 496 

517 242 

Infrastructure 

Housing 

138 154 

3 350 600 

3 350 600 

1 364 000 

1 364 000 

5 510 000 

5 791 010 

6 057 396 

Infrastructure 

Sport Stadium 2010 

0 

0 

0 



0 

0 

0 

Infrastructure 

Open Space 

0 

0 

0 



0 

0 

0 

Infrastructure 

Public Amenities 

0 

0 

0 



0 

0 

0 

Good Governance 

Support Services / Fleet 

0 

0 

0 



0 

0 

0 

Good Governance 

Integrated Planning 

3 802 990 

6 603 163 

6 603 163 

6 002 605 

5 394 804 

11 145 574 

11 713 998 

12 252 842 

Good Governance 

Financial Management 

11 262 145 

19 887 337 

21 387 337 

17 989 019 

13 355 647 

11 110 570 

11 677 209 

12 214 361 

Good Governance 

Human Resources Management 

2 760 058 

2 768 058 

2 760 058 


4 633 372 

6 922 316 

7 275 354 

7 610 020 

Good Governance 

Executive and Council 

11 374 422 

15 979 176 

15 979 176 

13 316 735 

13 316 735 

15 771 361 

16 575 700 

17 338 183 

Environmental Management 

Land Management 

0 

0 

0 



0 

0 

0 

Economic Development 

Local Economic Development 

0 

0 

0 


607 801 

1 598 451 

1 679 972 

1 757 251 

Social Development 

Culture & Sport 

4 962 607 

4 595 235 

4 595 235 

4 650 928 

4 650 928 

8 231 575 

8 651 385 

9 049 349 

Social Development 

Public Participation 

0 

0 

0 



0 

0 

0 

Safety & Security 

Road Safety 

1 907 477 

3 055 090 

3 055 090 

2 458 406 

2 404 118 

2 841 405 

2 986 317 

3 123 687 

Safety & Security 

Fire & Rescue 

0 

0 

0 



0 

0 

0 

Safety & Security 

Disaster Management 

0 

0 

0 


54 288 

591 063 

621 207 

649 783 

Safety & Security 

Security 

0 

0 

0 



0 

0 

0 


Other 

12 480 367 

1 425 992 

1 425 992 

896 959 

896 959 

967 383 

1 016 720 
0 

1 063 489 
0 

TOTAL OPERATING EXPENDITURE 


105 691 442 

127 050 667 

131 955 589 

102 594 782 

102 594 782 

145 411 212 

152 827 184 

159 857 234 

Accumulated Surplus 







2 126 




Total 145 413 338 


Column Definitions: 

A. The audited actual for 2004/05 as per the audited financial statements. If audit figures are not available for 2004/05, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2005/06 budget year. 

C. The budget for 2005/06 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2005/06 budget year at the point in time of preparing the budget for the 2006/07 budget year. This may differ from C. 

E. The amount to be appropriated for the 2006/07 budget year. 

F. The indicative projection for 2007/08 

G. The indicative projection for 2008/09 







Preceding Year 


Current Year 


1 Medium Term Revenue and Expenditure Framework I 



2007/08 


2008/09 


Budget Year 

Budget Year +1 

Budget Year +2 

RECONCILIATION OF IDP & BUDGET ■ CAPEX 







2009/10 

2010/11 

2011/12 



Audited Actual 

Approved Budget 

Adjusted Budget 

Adjusted Budget 

Full Year Forecast 

Budget 

Budget 

Budget 





(Electricity) 

(Mid-Year) 

R’ 

R' 

R’ 

R' 



R’ 

R' 

R’ 

R' 





Strategic Objective 

Action Plan 

A 

B 

C 

E 

D 

E 

F 

G 

Sustainable Services 

Water 

35 624 406 

18 934 825 

18 934 825 

11 808 338 

11 808 338 

7 846 000 

6 310 000 

19 175 000 

Sustainable Services 

Electricity 

27 907 859 

24 395 000 

24 395 000 

604 720 

604 720 

41 321 412 

24 296 928 

32 943 812 

Sustainable Services 

Sanitation 

28 694 892 

20 670 000 

20 670 000 

5 155 744 

5 155 744 

16 654 600 

20 007 000 

17 350 oil 

Sustainable Services 

Waste Management 

2 500 000 

3 399 000 

3 399 000 

4 000 

4 000 

4 360 000 

5 380 000 

5 700 000 

Sustainable Services 

Health 

50 000 

0 




145 000 

145 000 

55 000 

Sustainable Services 

Community 

74 600 

403 000 

828 000 

278 000 

278 000 

307 000 

0 

0 

Infrastructure 

Roads & Stormwater 

13 450 000 

3 040 000 

3 040 000 

1 600 000 

1 600 000 

1 333 144 

15 266 925 

11 800 000 

Infrastructure 

Cemeteries 

0 

425 000 




160 000 

250 000 

450 000 

Infrastructure 

Housing 

1 200 000 

13 701 200 

13 701 200 



14 181 448 

18 794 720 

24 500 000 

Infrastructure 

Sport Stadium 2010 

0 

0 




0 

0 

0 

Infrastructure 

Open Space 

0 

0 




0 

0 

0 

Infrastructure 

Public Amenities 

0 

0 




0 

0 

0 

Good Governance 

Support Services / Fleet 

0 

0 




0 

0 

0 

Good Governance 

Integrated Planning 

2 384 500 

6 299 500 

6 399 500 

908 687 

908 687 

4 631 000 

1 693 000 

1 398 000 

Good Governance 

Financial Management 

1 957 500 

655 000 




241 500 

7 000 

7 000 

Good Governance 

Human Resources Management 

325 000 

12 795 000 

13 450 000 

3 780 787 

3 780 787 

11 060 000 

21 660 000 

5 000 000 

Good Governance 

Executive and Council 

690 000 

640 500 

640 500 

640 500 

640 500 

91000 

95 641 

100 041 

Environmental Management 

Land Management 

0 

0 




0 

0 

0 

Economic Development 

Local Economic Development 

0 

100 000 




11 005 000 

150 000 

500 000 

Social Development 

Culture & Sport 

433 000 

1 636 900 

1 636 900 

437 239 

437 239 

3 444 000 

8 069 000 

8 860 000 

Social Development 

Public Participation 

0 

0 




0 

0 

0 

Safety & Security 

Road Safety 

125 500 

386 500 

486 500 

57 596 

57 596 

144 000 

815 000 

175 000 

Safety & Security 

Fire & Rescue 

200 000 

100 000 




0 

0 

0 

Safety & Security 

Disaster Management 

0 

0 




230 000 

250 000 

500 000 

Safety & Security 

Security 

0 

0 




0 

0 

0 

Other 


0 

250 000 

250 000 

150 000 

150 000 

200 000 

150 000 

500 000 

TOTAL CAPITAL EXPENDITURE 


115 617 257 

107 831 425 

107 831 425 

25 425 611 

25 425 611 

117 355 104 

123 340 214 

129 013 864 


Column Definitions: 

A. The audited actual for 2004/05 as per the audited financial statements. If audit figures are not available for 2004/05, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2005/06 budget year. 

C. The budget for 2005/06 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2005/06 budget year at the point in time of preparing the budget for the 2006/07 budget year. This may differ from C. 

E. The amount to be appropriated for the 2006/07 budget year. 

F. The indicative projection for 2007/08 

G. The indicative projection for 2008/09 





Preceding Year 


Current Year 


Outer Years 


2007/08 



2008/09 




Budget Year 









2011/12 +2 

REVENUE BY SOURCE 

Budget 




Full Year 

Budget 

Budget 

Budget 




(Electricity) 

(Mid-Year) 

Forecast 





R' 

R' 

R' 

R' 

R' 

R' 

R' 

R' 


A 

B 

C 

D 

E 

F 

G 

H 










Property rates 


7 210 426 

7 210 426 

7 869 458 

7 869 458 

15 394 799 

16 179 934 

16 924 211 

Penalties & Collection charges 

12 500 

13 275 

13 275 

0 

0 

0 

0 

0 

Service charges - electricity revenue from tariff billings 

20 640 000 

23 810 304 

28 715 228 

30 715 228 

30 715 228 

35 154 906 

36 947 806 

38 647 405 

Service charges - water revenue from tariff billings 

12 270 000 

13 421 662 

13 421 662 

15 083 615 

15 083 615 

16 283 768 

17 114 240 

17 901 495 


4 786 000 

5 235 214 

5 235 214 

5 796 214 

5 796 214 

5 914 382 

6 216 015 

6 501 952 


5 000 000 



7 343 000 

7 343 000 

7 923 730 

8 327 840 

8 710 921 

Service charges - other 

0 

0 

0 

189 000 

189 000 

1 038 567 

1 091 534 

1 141 744 

Rental of facilities and equipment 

1 132 300 



2 500 000 

2 500 000 

2 511 452 

2 639 536 

2 760 955 

Interest earned - external investments 




2 500 000 

2 500 000 

2 500 000 

2 627 500 

2 748 365 

Fines 


512 960 

512 960 

514 000 

514 000 

541 784 

569 415 

595 608 

Licenses and permits 

304 200 

341 980 

341 980 

750 000 

750 000 

810 750 

852 098 

891 295 

Income for agency services 


512 960 

512 960 

1 200 000 

1 200 000 

1 297 200 

1 363 357 

1 426 072 

Government grants & subsidies 




12 177 335 

12 177 335 

14 592 000 

15 336 192 

16 041 657 

Gain on disposal of property plant and equipment 

0 



400 000 

400 000 

1 000 000 

1 051 000 

1 099 346 

Bulk Services 

0 



5 559 000 

5 559 000 

7 900 000 

8 302 900 

8 684 833 

Proceed from the sale of land 

40 124 194 


16 000 000 

10 000 000 

10 000 000 

32 550 000 

34 210 050 

35 783 712 

Other 

533 248 

0 

0 

0 

0 

0 

0 

0 

Total Revenue By Source 

105 691 442 

127 055 781 

131 960 705 

102 596 850 

102 596 850 

145 413 338 

152 829 418 

159 859 571 


Column Definitions: 

A. The audited actual for 2007/08 as per the audited financial statements. If audit figures are not available for 2007/08, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2008/09 budget year. 

C. The budget for 2008/09 budget year as adjusted by council resolution In terms of the exemption (Gov Gazette 31184)from section 28 of the MFMA. 

D. The budget for 2008/09 budget year as adjusted by council resolution In terms of the mid-year assessment report 

E. An estimate of final actual figures (pre audit) for the 2008/09 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

F. The amount to be appropriated for the 2008/09 budget year. 

G. The indicative projection for 2009/10 

H. The indicative projection for 2010/11 

Notes: 


Proceeds from the sale of land and revenue generated for bulk services provided is combined for the previous years as the budget was it was not separated during the Info, compliant budget 




Preceding Year 


Current Year 


1 Outer Years I 


2007/08 


2008/09 


Budget Year 
2009/10 

Budget Year 
2010/11 +1 

Budget Year 
2011/12 +2 

CAPITAL FUNDING BY SOURCE 

Budget 

R' 

R' 

Approved Budget 

R' 

Adjusted Budget 

R' 

Full Year 

Forecast 

R' 

Budget 

R' 

Budget 

R' 

Budget 

R' 

National Government 

Amounts allocated / gazetted for that year 

Amounts carried over from previous years 

9 900 000 

4 120 000 

3 891 481 

3 891481 

6 435 000 

2 400 253 

7 332 000 

8 818 000 

Total Grants & Subsidies - National Government 

9 900 000 

4 120 000 

3 891 481 

3 891 481 

8 835 253 

7 332 000 

8 818 000 

Provincial Government 

Amounts allocated / gazetted for that year 

Amounts carried over from previous years 

2 500 000 

-71 000 

8 350 600 

398 338 

398 338 

12 036 102 

26 066 925 


Total Grants & Subsidies - Provincial Government 

2 429 000 

8 350 600 

398 338 

398 338 

12 036 102 

26 066 925 

0 

District Municipality 

Amounts allocated for that year 

Amounts carried over from previous years 

200 000 

0 

0 

0 

0 

0 

0 

Total Grants & Subsidies - District Municipalities 

200 000 

0 

0 

0 

0 

0 

0 

Total Government Grants & Subsidies 

12 529 000 

12 470 600 

4 289 819 

4 289 819 

20 871 355 

33 398 925 

8 818 000 

Public Contributions & Donations 





32 880 902 

3 600 000 


Accumulated Surplus (Own Funds) 

13 368 100 

15 496 000 

8 135 792 

8 135 792 

21 002 847 

33 644 361 

76 852 052 

External Loans 

89 720 157 

79 864 825 

13 000 000 

13 000 000 

42 600 000 

52 696 928 

43 343 812 

TOTAL FUNDING OF CAPITAL EXPENDITURE^ 

115 617 257 

107 831 425 

25 425 611 

25 425 611 

117 355 104 

123 340 214 

129 013 864 


Column Definitions: 

A. The audited actual for 2007/08 as per the audited financial statements. If audit figures are not available for 2007/08, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2008/09 budget year. 

C. The budget for 2008/09 budget year as adjusted by council resolution in terms of the exemption (Gov Gazette 31184)from section 28 of the MFMA. 

D. The budget for 2008/09 budget year as adjusted by council resolution in terms of the Mid-Year Budget Assessment - section 72 of the MFMA 

E. An estimate of final actual figures (pre audit) for the 2008/09 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

F. The amount to be appropriated for the 2008/09 budget year. 

G. The indicative projection for 2009/10 

H. The indicative projection for 2010/11 







Supporting Table 8 

DISCLOSURE OF SALARIES, ALLOWANCES & BENEFITS 

Salary 

Rand (') pa 

Social 

Contributions'' 
Rand (') pa 

Allowances 

Rand (') pa 

Performance 

Bonuses 
Rand (') pa 

Total 
Package 
Rand (') pa 

Councillors 

List each political office bearer^ by designation 

Executive Mayor 

Provide a total for all other councillors 

Officials of the Municioalitv 

Municipal Manager (MM) 

364 262 

764 946 

463 658 


121 420 

254 982 

197 394 

50 000 

485 682 

1 019 928 

711 052 

Chief Finance Officer 

List each senior manager reporting to MM by designation 

364 232 

0 

192 000 

43 708 

599 940 

Manager: Corporate Services 

364 232 

0 

192 000 

43 708 

599 940 

Manager: Infrastructure and Services 

364 232 

0 

192 000 

43 708 

599 940 

Manager: Community Services 

364 232 

0 

192 000 

43 708 

599 940 

Manager: Strategy, Economic Development and Planning 

List each official with package >= senior manager by designation 

A Headino for Each Entity^ 

List each member of board by designation 

Chief Executive Officer (CEO) 

List each senior manager reporting to CEO by designation 

364 232 

0 

192 000 

43 708 

599 940 

TOTAL COST OF REMUNERATION TO MUNICIPALITY 

3 414 026 

0 

1 533 796 

268 540 

5 216 362 


Notes: 





Preceding Year 


Current Year 


Medium Term Revenue and Expenditure Framework | 

Supporting Table 8a 

2007/08 


2008/09 


Budget Year 

Budget Year +1 

Budget Year +2 






2009/10 

2010/11 

2011/12 

SUMMARY OF TOTAL SALARIES, WAGES, ALLOWANCES etc 

Audited Actual 

Approved Budget 

Adjusted Budget 

Full Year Forecast 

Budget 

Budget 

Budget 


R' 

R' 

R' 

R' 

R' 

R' 

R' 


A 

B 

C 

D 

E 

F 

G 

Councillors (Political Office Bearers plus Others 

Basic Salaries 

1 111 985 

942 833 

942 833 

942 833 

1 044 480 

1 100 882 

1 155 926 

Pension Contributions 

135 246 

141 425 

141 425 

141 425 

155 245 

163 628 

171 810 

Medicai Aid Contributions 


18 714 

18 714 

18 714 

145 705 

153 573 

161 252 

Ailowances 


461 263 

461 263 

461 263 

487 148 

513 454 

539 127 

Sub Totai - Counciilors 

1 247 231 

1 564 235 

1 564 235 

1 564 235 

1 832 578 

1 931 537 

2 028 114 

Senior Manaaers of the Municioalitv (s 57 of Systems Acf) 

Basic Saiaries 

1 740 850 

1 556 816 

1 556 816 

1 556 816 

1 712 498 

1 804 972 

1 895 221 

Pension Contributions 

4 512 654 

96 101 

96 101 

96 101 

105 711 

111 419 

116 990 

Medicai Aid Contributions 

112 312 

58 313 

58 313 

58 313 

64 144 

67 608 

70 988 

Ailowances 

880 840 

878 880 

878 880 

878 880 

966 768 

1 018 973 

1 069 922 

Performance Bonus 

201 218 

311 362 

311 362 

311 362 

342 498 

360 993 

379 043 

Sub Total - Senior Managers of Municipality 

7 447 874 

2 901 472 

2 901 472 

2 901 472 

3 191 619 

3 363 967 

3 532 165 

Other Municioal Staff 

Basic Salaries 

24 962 700 

25 103 967 

25 103 967 

25 103 967 

27 258 947 

28 730 930 

30 167 476 

Pension Contributions 

4 370 702 

4 394 181 

4 394 181 

4 394 181 

4 833 599 

5 094 613 

5 349 344 

Medical Aid Contributions 

2 120 858 

2 134 141 

2 134 141 

2 134 141 

2 347 555 

2 474 323 

2 598 039 

Allowances 

5 459 843 

5 478 082 

5 478 082 

5 478 082 

6 025 890 

6 351 288 

6 668 853 

Overtime 

704 976 

704 976 

704 976 

704 976 

775 474 

817 349 

858 217 

Performance Bonus 








Sub Total - Other Municipal Staff 

37 619 079 

37 815 347 

37 815 347 

37 815 347 

41 241 465 

43 468 504 

45 641 929 

Board Members of Entities 

Basic Salaries 

Pension Contributions 

Medical Aid Contributions 

Allowances 

Board Fees 








Sub Total - Board Members of Entities 

0 

0 

0 

0 

0 

0 

0 

Senior Manaaers of Entities 

Basic Salaries 

Pension Contributions 

Medical Aid Contributions 

Allowances 

Performance Bonus 








Sub Total - Senior Managers of Entities 

0 

0 

0 

0 

0 

0 

0 

Other Staff of Entities 

Basic Salaries 

Pension Contributions 

Medical Aid Contributions 

Allowances 

Overtime 

Performance Bonus 








Sub Total - Other Staff of Entities 

0 

0 

0 

0 

0 

0 

0 









TOTAL EMPLOYEE COSTS 

46 314 184 

42 281 054 

42 281 054 

42 281 054 

46 265 662 

48 764 008 

51 202 208 


Column Definitions: 

A. The audited actual for 2006/07 as per the audited financial statements. If audit figures are not available for 2006/07, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2007/08 budget year. 

C. The budget for 2007/08 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2007/08 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

E. The amount to be appropriated for the 2008/09 budget year. 

F. The indicative projection for 2009/10 

G. The indicative projection for 2010/11 
























Preceding Year 


Current Year 


Medium Term Revenue and Expenditure Framework 

Supporting Table 8b 

2007/08 


2008/09 


Budget Year 

Budget Year +1 

Budget Year +2 






2009/10 

2010/11 

2011/12 

SUMMARY OF PERSONNEL NUMBERS 

Audited Actual 

Approved Budget 

Adjusted Budget 

Full Year Forecast 

Budget 

Budget 

Budget 

(Full Time Equivalent) 

No. 

No. 

No. 

No. 

No. 

No. 

No. 


A 

B 

C 

D 

E 

F 

G 

Municipality 








Councillors (Political Office Bearers plus Other) 

8 

8 

8 

8 

8 

10 

12 

Senior Managers including Municipal Manager (s 57 of Systems Act) 

4 

6 

6 

6 

6 

6 

6 

Other Managers 

1 

6 

6 

6 

6 

6 

6 

Technical / Professional Staff 

8 

18 

18 

18 

18 

25 

30 

Other Staff (clerical, labourers etc) 

218 

332 

332 

332 

332 

340 

346 

Sub Total - Municipality 

239 

370 

370 

370 

370 

387 

400 

Entities 








Board Members 








Senior Managers including CEO 








Other Managers 








Technical / Professional Staff 








Other Staff (clerical, labourers etc) 








Sub Total - Entities 

0 

0 

0 

0 


0 

0 









TOTAL PERSONNEL NUMBERS 

239 

370 

370 

370 


387 

400 


Column Definitions: 

A. The audited actual for 2006/07 as per the audited financial statements. If audit figures are not available for 2006/07, pre audit figures must be provided with a note stating these are pre audit. 

B. The original budget approved by council for the 2007/08 budget year. 

C. The budget for 2007/08 budget year as adjusted by council resolution in terms of section 28 of the MFMA. 

D. An estimate of final actual figures (pre audit) for the 2007/08 budget year at the point in time of preparing the budget for the 2008/09 budget year. This may differ from C. 

E. The amount to be appropriated for the 2008/09 budget year. 

F. The indicative projection for 2009/10 

G. The indicative projection for 2010/11 


Notes: 


GAMAGARA MUNiaPAUTY 
TARIFFS 


1 


L V\fater Distribution 

A dual system, for the supply of potable water (Indoor) and untreated or outdoor water exist in Kathu, which explains the twofold 
approach to charges in the tariff structure below. 


Treated 


200g/lD 

FVK] 

2010/11 

FVKI 

2011712 

FVKI 

001 - 00006 Kl 

@ 

Free 

Free 

Free 

007 - 00012 Kl 

@ 

R 4.04 

R4.25 

R4.44 

013 - 00035 Kl 

@ 

R 4.83 

R 5.08 

R 5.31 

036 - 99999 Kl 

@ 

R 6.44 

R 6.77 

R 7.08 

Untreated 





001 - 00200 Kl 

@ 

R 2.48 

R 2.60 

R 2.72 

201 - 00300 Kl 

@ 

R 3.03 

R 3.18 

R 3.33 

301 - 00400 Kl 

@ 

R 4.82 

R 5.07 

R 5.30 

401 - 99999 Kl 

@ 

R 6.70 

R 7.04 

R 7.37 


These tariffs are exclusive of VAT and water research costs. 


Olilantshoek 





Treated 


2009110 

FVKI 

2010/11 

FVKI 

2011712 

FVKI 

001 - 00006 Kl 

@ 

Free 

Free 

Free 

007 - 00012 Kl 

@ 

R 7.26 

R 7.44 

R 7.78 

013 - 00035 Kl 

@ 

R 7.56 

R 7.75 

R 8.11 

036 - 99999 Kl 

@ 

R 8.41 

R 8.62 

R 9.02 





2 


GAMAGARA MLWaPAUTY 
TARIFFS 

2 Sundry Le\/ies 

Testing of a meter 
Disconnection 
Reconnection fees 


VJster Connections 

Size of connection to 20mm 
More than 20mm - Actual cost + 15% 

Availability charge (Erven with buildings) 

Availability charge (vacant erven with services) 

3. BULK CONSUVERS OF UNTTREATED WATER (Only adhere cases vull be corisidered 

4 SFOJAL TARIFF 

5 000 litres Water/ week per Kl 
Basic monthly charge 


R 2.98 

R 3.14 

R 3.28 

R 92.57 

R 97.29 

R 101.76 


R 723.25 


Actual + 15% 


R 29.46 


R 149.24 


R 760.14 


Actual + 15% 


R 30.96 


R 156.85 


R 795.11 


Actual + 15% 


R 32.38 


R 164.07 


2009/10 2010/11 2011/12 



Tariffs are VAT exclusive. 







GAMAGARA MUNiaPAUTY 
TARIFFS 


3 


5. SANITATION TARIFFS 

KATHJ 

Sewerage: 

These charges are based on an indoor(potable) water consumption tariff of R2.24KI plus a basic charge of R34.73 



2009/10 

20UV1I 

2011712 

Sewer charges 

R 2.24 

R 2.35 

R 2.46 

Basic charge 

R 34.73 

R 36.50 

R 38.18 

Availability charge (empty erven with services) 

R 149.24 

R 156.85 

R 164.07 

Availability charge (Erven with a structure) 

R 29.46 

R 30.96 

R 32.38 

Vacuum tank - 5000 litre/or part thereof: Non-resident (Kumba 

R 132.07 

R 138.80 

R 145.19 

Connection charges (new erven) 

R 723.25 

R 760.14 

R 795.11 

Sanitization charge per Kl 

R1.98/KI 

R2.08/KI 

R2.17/KI 


DEBEMOUFANTSHOEK 


Bucket 

R 23.59 

R 24.79 

R 25.93 

Vacuum tank: over 1500 litres 

R 67.56 

R 71.01 

R 74.27 

Vacuum tank: less than 1500 litres 

R 29.10 

R 30.58 

R 31.99 

Sewer blockages - basic charge 

R 124.00 

R 130.32 

R 136.32 

Vacuum drains on farms (5km) 

R 275.60 

R 289.66 

R 302.98 

Sewerage: 




Hotel: Olifantshoek - monthly charge 

R 773.70 

R 813.16 

R 850.56 

Old age home - Olifantshoek - monthly charge 

R 540.50 

R 568.07 

R 594.20 


Tariffs are VAT exclusive 






GAMAGARA MUNICIPALITY 
TARIFFS 


ELECTRICITY (Services & Infrastructure) 


Circuit Details 

Unit Levies 

Noticed 

Demand Levies 

Maximum 
Demand Levies 



2009/10 


2009/10 

2009/10 

.1 

Household Consumers 






a) 220 V, single phase mainstream breaker 






30, 40,60 of 80 amps 

R 0.662 


R 2.88 

Nii 


b) 380/220 V, three phase mainstream breaker 






30, 40,60 of 80 amps 

R 0.662 


R 2.88 

Nii 

.2 

Aqricultural Consumption 






a) 380/220 v, three phase mainstream breaker 

1 000 units @ 


R 2.21 /amp 

R 29.05 


to 300 amps / phase 

R 0.685 

/unit 





thereafter 






R 0.406 

/unit 



.3 

Industrial Consumption 






a) 380/220 v, three phase mainstream breaker 

1 000 units @ 


R 2.21 /amp 

R 29.05 


to 300 amps / phase 

R 0.685 

/unit 





thereafter 






R 0.406 

/unit 



.4 

Temporarv Power 






220 V, three phase mainstream breaker 

R 0.628 


R 2.51 /amp 

R 29.05 


80 amps 



with a minimum of 30 amp 


.5 

Business tariffs 






the same as household consumers 

R 0.662 


R 2.88 

R 29.05 

VAT Exclusive 






NB. Agricultural and Industrial tariffs will only be considered on request. 













GAMAGARA MUNICIPALITY 
TARIFFS 


ELECTRICITY (Services & Infrastructure) 


Supply Details 

Unit Levies 

Noticed 

Demand Levies 

Maximum 
Demand Levies 



2010/11 


2010/11 

2010/11 

.1 

Household Consumers 






a) 220 V, single phase mainstream breaker 






30, 40,60 of 80 amps 

R 0.662 


R 2.88 

Nii 


b) 380/220 V, three phase mainstream breaker 






30, 40,60 of 80 amps 

R 0.662 


R 2.88 

Nii 

.2 

Aqricultural Consumption 






a) 380/220 v, three phase mainstream breaker 

1 000 units @ 


R 2.21 /amp 

R 29.05 


to 300 amps / phase 

R 0.685 

/unit 





thereafter 






R 0.406 

/unit 



.3 

Industrial Consumption 






a) 380/220 v, three phase mainstream breaker 

1 000 units @ 


R 2.21 /amp 

R 29.05 


to 300 amps / phase 

R 0.685 

/unit 





thereafter 






R 0.406 

/unit 



.4 

Temporarv Power 






220 V, three phase mainstream breaker 

R 0.628 


R 2.51 /amp 

R 29.05 


80 amps 



with a minimum of 30 amp 


.5 

Business tariffs 






the same as household consumers 

R 0.662 


R 2.88 

R 29.05 

VAT Exclusive 






NB. Agricultural and Industrial tariffs will only be considered on request. 


















GAMAGARA MUNICIPALITY 
TARIFFS 


ELECTRICITY (Services & Infrastructure) 


Supply Details 

Unit Levies 

Noticed 

Demand Levies 

Maximum 
Demand Levies 



2011/12 


2011/12 

2011/12 

.1 

Household Consumers 






a) 220 V, single phase mainstream breaker 






30, 40,60 of 80 amps 

R 0.662 


R 2.88 

Nii 


b) 380/220 V, three phase mainstream breaker 






30, 40,60 of 80 amps 

R 0.662 


R 2.88 

Nii 

.2 

Aqricultural Consumption 






a) 380/220 v, three phase mainstream breaker 

1 000 units @ 


R 2.21 /amp 

R 29.05 


to 300 amps / phase 

R 0.685 

/unit 





thereafter 






R 0.406 

/unit 



.3 

Industrial Consumption 






a) 380/220 v, three phase mainstream breaker 

1 000 units @ 


R 2.21 /amp 

R 29.05 


to 300 amps / phase 

R 0.685 

/unit 





thereafter 






R 0.406 

/unit 



.4 

Temporarv Power 






220 V, three phase mainstream breaker 

R 0.628 


R 2.51 /amp 

R 29.05 


80 amps 



with a minimum of 30 amp 


.5 

Business tariffs 






the same as household consumers 

R 0.662 


R 2.88 

R 29.05 

VAT Exclusive 






NB. Agricultural and Industrial tariffs will only be considered on request. 
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GAMAGARA MUNICIPALITY 
TARIFFS 
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9. ELECTRICITY (Services & Infrastructure) 


Service Connections 

2009/10 

2010/11 

2011/12 

a) Testing of meter; 





refundable deposit, unless meter is faulty 

R 97.55 


R 95.64 

R 100.04 

b) Alteration on circuit breaker; 





Actual costs + 15% with a minimum of R112-00 

Actual - 1 - 15% 


Actual - 1 - 15% 

Actual - 1 - 15% 

c) Connecting fee for a new single phase circuit, maximum 80 amps 

Actual - 1 - 15% 


Actual - 1 - 15% 

Actual - 1 - 15% 

d) Connecting fee for all other circuits 

R 1 440.77 


R 1 412.54 

R 1 477.52 

e) Availability charge (erven with buildings) 

R 38.51 


R 37.76 

R 39.50 

Availability charge (vacant erven with services) 

R 195.10 


R 191.28 

R 200.08 

f) Notices; Disconnection charges 

R 30.02 


R 29.43 

R 30.78 

10 Preoaid Meters 




a) The Prepaid meter tariff increase from R / unit 

R 0.764 


R 0.803 

R 0.840 

b) 3-phase Prepaid meter R / unit 

R 0.962 


R 1.01 

R 1.06 

c) Sales price of Prepaid meter - actual cost + 5% 

Actual - 1 - 5% 


Actual - 1 - 5% 

Actual - 1 - 5% 

d) Shifting of Prepaid meters 

R 787.92 


R 772.49 

R 808.02 

e) Reverting back from prepaid power to conventional metered powei 

R 787.92 


R 772.49 

R 644.00 

11. Bulk consumers: tariff of R.... /unit 

R 0.6453 


R 0.5246 

R 0.5487 
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GAMAGARA MUNICIPALITY 
TARIFFS 


12. Building Cost Calculations 


2009/10 2010/11 2011/12 


a) Building Plans 

i for all building plans @ R per + BTW 


R 1 108 


R 1 165 


R 1 219 


Approval of building plans 


Construction costs to R30 000 

PER PLAN + VAT 

R30 001 to R60 000 

PER PLAN + VAT 

R60 001 to RlOO 000 

PER PLAN + VAT 

RlOO 001 and above 

PER PLAN + VAT 

Rennovatlons 

PER PLAN + VAT 

Sewerage 

PER PLAN + VAT 

Carport and Fowl-shack 

PER PLAN + VAT 


viii Deposit on building-waste 



13. Bulk services ■ Connection charges 

R39 687/ erven, or per 600 m2, or per apartment unit, whichever is the greatest. This amount is subjected to 
interim price increases of infrastructural costs, which will allow for the recalculation of a new tariff. The 
tariff is VAT exclusive and is payable with the submission of building plans or per a suitable arrangement. 

14. Bulk services ■ Business and Industrial plots 

a. Water - R94.il per square meter shop space 

b. Sewerage - R69.38 per square meter shop space 

c. Electricity - R108.99/ amp 

d. The upward adjustment of these tariffs are subject to cost variances or the change in the use of the property. 

e. The calculation of shop space is not only per the building plans but; 

e. i.) on the total property/ erven less the parking area, in the case of available plans and where the developer 
binds himself to undertake the development of the parking area accordingly or when there are no plans 
available as in the case of an open plot, to work on; 

ii.) the total property/ erven (100% surface) less the parking area requirement (1 parking/ 13,75 sq. m) 
for each 25 sq. m shop space or, 55% of the total plot. 
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GAMAGARA MUNICIPALITY 
TARIFFS 


15. LIBRARY 


2009/10 2010/11 2011/12 


Member Fees 
a) Photostats 


Private 

Learners 


R.... For lost cards 

A4 

A3 

A4 

A3 


All photostats include VAT 

b) Faxes per page 

c) Exhibitions 

Charge + VAT 


R 12.00 

R 0.80 
R 1.50 
R 0.40 
R 0.80 


R 7.00 


R 173.00 


R 12.50 

R 0.85 
R 1.50 
R 0.45 
R 0.90 


R 7.50 


R 170.00 


R 12.50 

R 0.90 
R 1.60 
R 0.50 
R 1.00 


R 8.00 


R 175.00 


16. CLEANSING SERVICES 
Refuse Removal 


2009/10 2010/11 2011/12 


1 . 


Refuse removals from households (1 X WEEKLY) 

a) Business tariff (2 X PER WEEK) 

Other tariffs as per the tariff list of Community Services 

b) Houses / Guesthouses as businesses (2 X PER WEEK) 


R 79.91 


R 83.99 


R 87.85 

R 116.18 


R 122.11 


R 127.73 

R 116.18 


R 122.11 


R 124.53 
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GAMAGARA MUNICIPALITY 
TARIFFS 


17. MISCELLANEOUS (FINANCIAL SERVICES) 

DOG LICENSES 

Ordinance 19 of 1978 

Dogs older than 6 months 

a) as per the tariff list of Community Services 

b) half of the tariff named under (a), unless the dog is 6 months old or acquired after 30th June 

c) Transfer of license, RO-50. 

d) Penalty for late payment 

The renewal of licenses must be before or on 31st March. A penalty will be calculated at 10% of the license fees per month 
from 1st January with a maximum equal to the license fee. 

a part of the month will be regarded to be a whole month. 


BRAKE TESTS 

Periodic brake tests 


TRAFFIC SERVICES 


2009/10 2010/11 2011/12 


Per Vehicle Per Test - VAT included 
KHAI-APPEL RESORT 


R 60.00 


R 63.06 


R 65.96 


as per the attached list. 


CONSUMER DEPOSIT 


an amount that, according to Council, should cover two months' use with a minimum of 

RlOOO-00 (KATHU, DINGLETON, SESHENG and OLIFANTSHOEK). 


Deposit : Kathu, Dingleton, Sesheng & Olifantshoek 
Deposit : Deben 
Deposit: Business 

Deposit :Low cost housing (Indigents) 


2009/10 2010/11 2011/12 


R 1 291.00 

R 530.00 

R 1 621.50 

R 100.00 


R 1 271.71 

R 557.03 

R 1 704.20 

R 100.00 


R 1 330.21 

R 582.65 

R 1 782.59 

R 100.00 


R 100.00 


R 150.00 


R 200.00 


Increased deposit - Re-connection fee 
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GAMAGARA MUNICIPALITY 
TARIFFS 

18. ADMINISTRATION (Community & Social Services) 
Recreation Tariffs 



2009/10 

2010/11 

2011/12 

Community Hall 

R 270.00 

R 284.00 

R 300.00 

Powers has been delegated to the Municipal Manager to determine tariffs for specific facilities and use thereof. 

Hiring of chairs/ chair 

R 1.00 

R 1.50 

R 2.00 

Breakages deposit 50% of hiring tariff 




Hiring of tables /day per table 

R9.00 

R 9.50 

R 10.00 
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GAMAGARA MUNICIPALITY 

TARIFFS 


19. CIRCUS. MARY-GO-ROUND ETC. 


25% of basic (3 X 200 amps) = unit @ current tariff 
for more than a week, actual cost 

Plus Rental per day + VAT 

Refuse occasionally / weekly + VAT 

Deposit 

20. valuation; clearance certificates 

Per Cerrtificate + VAT 

21. INQUIRY 

Actual cost + 15% with a minimum of R /hour. 

22. INSPECTION (MEAT) 


2009/10 

2010/11 

2011/12 

RlBO/day 

R155/day 

R160/day 


R 91.00 

R 95.00 

R 95.00 

R 211.00 

R 220.00 

R 250.00 

R 735.00 

R 720.00 

R 900.00 

2009/10 

2010/11 

2011/12 

R 45.00 

R 50.00 

R 55.00 

2009/10 

2010/11 

2011/12 

R 60.00 

R 65.00 

R 68.00 

2009/10 

2010/11 

2011/12 

R 200.00 

R 210.00 

R 220.00 


as per the tariff list ■ Community Services 
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23. HAWKERS 


as per the tariff list - Cortimunity Services 


24. TRAFFIC SERVICES 


Escourt in traffic per occasion 

25. PENSIONERS 

a) Refuse removal 

b) Property Rates 

20% Discount (see property rates par.34) 

26. Conditions 

a) Applicant must be 60 years or older and if 


b) 

c) 


Applicant must own and occupy the property applied for. 


27. INDIGENTS 


a) 

b) 

c) 

d) 


Monthly subsidy / household including Electricity 


2009/10 

2010/11 

2011/12 

R 55.00 

R 60.00 

R 65.00 

2009/10 

2010/11 

2011/12 

R 350.00 

R 355.00 

R 360.00 

2009/10 

2010/11 

2011/12 

R 55.00 

R 58.00 

R 60.50 

be submitted 



1 only 



annum. 



2009/10 

2010/11 

2011/12 

R 197.10 

R 200.22 

R 209.85 


Where the monthly charges are less than R197.10, the subsidy be adjusted to equal the actual amount of the 
charges. 

Discontinue the subsidy as soon as funds are not availed from government. 

Subsidy includes VAT. 




14 


28. BANNERS 


Deposit 

Deposit Election posters 

29. SWIMMING POOLS 

Filling of a swimming pool + VAT 
Tariff - if equipment is available 

30. VALUATION ROLL 

Valuation roll - VAT inclusive 

31. RD CHEQUES 


2009/10 2010/11 2011/12 


R 500.00 

R 500.00 

R 600.00 

R 300.00 

R 350.00 

R 400.00 

2009/10 

2010/11 

2011/12 

R 220.00 

R 230.00 

R 250.00 

2009/10 

2010/11 

2011/12 

R 220.00 

R 250.00 

R 300.00 


Charges as per Bank Satement. 






GAMAGARA MUNICIPALITY 
TARIFFS 
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32. COMMUNITY & SOCIAL SERVICES 


Refuse 

Unit: 

2009/10 

2010/11 

2011/12 

Garden refuse 

Load 

R 123.00 

R 125.00 

R 150.00 

Cut/ removal of trees 

load 

R 292.00 

R 300.00 

R 350.00 

Building waste 

load 

R 428.00 

R 427.50 

R 440.00 

Incineration of documents 

Consignment 

R 302.00 

R 360.00 

R 390.00 

Household refuse 

Monthly 

R 79.91 

R 88.00 

R 94.43 

Business refuse 

Monthly 

R 116.18 

R 121.97 

R 134.04 

Cleaning of erven (Business) 

Occasionally 

R 486.00 

R 500.00 

R 550.00 

Cleaning of erven (Industrial) 

Occasionally 

R 984.00 

R 950.00 

R 1 100.00 

Swimming Pool (draining) 

Occasionally 

R 324.00 

R 332.00 

R 365.00 


REFUSE CONTAINERS 


240 1 Container 

Per container 

Cost + 20% 

Cost + 20% 

Cost + 20% 

Cost + 20% 

170 1 Container 

Per container 

Cost + 20% 

Cost + 20% 

Cost + 20% 

Cost + 20% 


RENTING OF MACHINES AND VEHICLES 


Front Loader 

Per hour 

R 422.00 

R 435.00 

R 450.00 

Truck 

Per km 

R 15.00 

R 15.50 

R 16.00 

Scraper 

blade width / Km 

R 130.00 

R 145.00 

R 160.00 

Chainsaw 

Per hour 

R 205.00 

R 240.00 

R 275.00 

DOGS - Impounding & Licenses 





Impounding/ day one 

Per day 

R 43.00 

R 45.00 

R 50.00 

Impounding/ day two, onwards 

Per day 

R 27.00 

R 30.00 

R 35.00 

Lincense 1st dog 

Per annum 

R 5.00 

R 5.00 

R 5.00 

License 2nd dog 

Per annum 

R 16.00 

R 15.00 

R 15.00 

License per dog - more than twc 

Per annum 

R 82.00 

R 75.00 

R 75.00 
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GAMAGARA MUNICIPALITY 
TARIFFS 

COMMUNITY & SOCIAL SERVICES fCont.) 


Burials 


2009/10 

2010/11 

2011/12 

Booking (within area of jurisdiction) 

Occasionally 

R 350.00 

R 355.00 

R 355.00 

Booking (outside area of jurisdiction) 

Occasionally 

R 700.00 

R 700.00 

R 750.00 

Burial (within area of jurisdiction) - Working days 

Occasionally 

R 350.00 

R 345.00 

R 355.00 

Burial (within area of jurisdiction) - Weekends, Public Holidays 

Occasionally 

R 450.00 

R 450.00 

R 475.00 

Burial (outside area of jurisdiction) Working days 

Occasionally 

R 700.00 

R 700.00 

R 750.00 

Burial (outside area of jurisdiction) Weekends, Public Holidays 

Occasionally 

R 900.00 

R 950.00 

R 1 000.00 

Burial - self-digging-and-closing 

Occasionally 

R 25.00 

R 25.00 

R 25.00 

Burial - self-digging-and-closing (outside area of jurisdiction) 

Occasionally 

R 50.00 

R 50.00 

R 50.00 

"Nissies" 

Occasionally 

R 200.00 

R 200.00 

R 200.00 


CIRCUS 


Refuse Occasionally 

R 211.00 

R 220.00 

R 250.00 



INSPECTION (MEAT) Occasionally 

R 200.00 1 

1 R 210.00 1 

1 R 220.00 1 



PEST CONTROL Per container 

R 350.00 1 

1 R 350.00 1 

1 R 375.00 1 


HAWKWERS 

Rental 

Function - reside inside area of jurisdiction 
Welfare/ Social Organisation 


Monthly 
Per day 
Ocassionally 


1 R 55.00 1 

1 R 55.00 1 

1 R 60.00 1 


1 R 55.00 1 

1 R 55.00 1 

1 R 60.00 1 


1 Nil 1 

1 Nil 1 

1 Nil 1 


IMPOUNDING OF TROLLEY 


R 10.00 


R 15.00 


R 20.00 


Impounding of trolley 


Per trolley 
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33. KHAI-APPEL RESORT 


GAMAGARA MUNICIPALITY 
TARIFFS 


CHALETS 

R256.80 per night for the first 2 persons 
R281.00 per night for three persons. 

R304.90 per night for four persons 
R328.40 per night for five person 
R351.80 per night for six persons 

Deposit 

R160.00 refundable breakages deposit. Accommodation: 50% payable with booking and tbe balance on arrival. 


Cancellation 

more than 2 weeks before arrival - R108.00 
Less than 2 week before arrival - R160.00 

Additional tariff - R108.00 per unit additional fo an extended stay to 17H00 
Tariff includes persons and vehicles 

PARK HOMES 

R210.00 per night for the first 2 persons. 

R235.00 per night for three persons 
R258.00 per niight fro four persons. 

R281.50 per night for five persons 
R304.00 per night for six persons. 

R328.40 per night for seven persons 
R351.80 per night for eight persons 

Deposit 

R160.00 refundable breakages deposit. Accommodation: 50% payable with booking and the balance on arrival. 


Cancellation 

more than 2 weeks before arrival - R108.00 
Less than 2 week before arrival - R160.00 

Additional tariff - R108.00 per unit additional fo an extended stay to 17H00 


Tariff includes persons and vehicles 
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KHAI-APPEL RESORT (Cont.) 

CARAVAN AND TENT STANDS 

R75.90 per day per caravan/tent. 

R152.40 for 2 days per caravan/tent. 

R228.25 for 3 days per caravan/tent. 

R304.00 for 4 days per caravan/tent. 

R381.18 for 5 days per caravan/tent. 

R457.42.53 for 6 days per caravan/tent. 

R521.93 for 7 days per caravan/tent. 

Deposit 

R160.00 refundable breakages deposit. Accommodation: 50% payable with booking and the balance on arrival. 


Cancellation 


more than 2 weeks before arrival - R32.50 
Less than 2 week before arrival - R54.00 

( Tariff includes 1 vehicle, 1 caravan or 1 tent and 2 persons) 

(in addition to this - R17.00 per day per person) 

Pensioner's Discount: R6.50 for persons over 60 years. - only for caravan stands) 


R66.50 less R6.50 =R60.00 (Pensioners) 

Tariffs at Khai Appel are VAT inclusive. 

Visitors to persons booked in Chalets, Park Homes and Caravan Park will pay the normal Day-visiting tariff. 



34. Property Rates 


1 Grouped Categories 


Exemptions 

Net Ratable Value 

Tariffs 09/10 

Current Billable Rates Income 

Projected Collection 

Contribution 

Proposed Contribution 

Budgetary Requirement 

Tariffs 09/10 

Proposed Billable Income 

Actual Ratios 1: 

Proposed Ratios 1; 

Percentage Increases 

Agricultural Farms 


309 069 400 

30 906 940 

278 162 460 

0.0015 

R417 243.69 


2.710% 

10.927% 


0.006458 

R 1 796 234.09 

0.2500 

1.025 

330.50% 

Business/Res Bus Unreg 


148 202 925 

0 

148 202 925 

0.012 

R 1 778 435.10 


11.552% 

6.816% 


0.007560 

R 1 120 414.11 

2.0000 

1.2 

-37.00% 

State Owned/Public Schools 


53 844 335 

10 768 867 

43 075 468 

0.009 

R 387 679.21 


2.518% 

1.692% 


0.006458 

R 278 159.83 

1.5000 

1.025 

-28.25% 

Mining 


11 771 800 

0 

11 771 800 

0.024 

R 282 523.20 


1.835% 

0.541% 


0.007560 

R 88 994.81 

4.0000 

1.2 

-68.50% 

Residential 


2 219 643 010 

131 490 000 

2 088 153 010 

0.006 

R12 528 918.06 


81.384% 

80.025% 


0.006300 

R 13 155 363.96 

1.0000 

1.1 

5.00% 

Totals 

2 569 365 663 

2 742 531 470 

173 165 807 

2 569 365 663 

0.0105 

R15 394 799.26 

R 15 394 799.26 

lOO.OOOH 

100.000% 

R 15 394 799.26 

0.006867 

R 16 439 166.80 


Increase on AveRat 

•34.60% 












0.006398142 



Increase in Income 

0.00% 


Allowance for Pensioners Discount 

Budgetary Requirement R 15 394 799.26 

Proposed Residential Tariff Increase 5.00% 

Budgetary Surplus/Deficit R 1 044 367.54 



Market Value 


Annual Rates 

Monthly Rates 

Example: Large Household 

R 1 200 000.00 


R 7 465.50 

R 622.13 

Example: Medium Household 

R 700 000.00 


R 4 315.50 

R 359.63 

Example: Small Household 

R 300 000.00 


R 1 795.50 

R 149.63 

Example: Indigent Household 

R 15 000.00 


RO.OO 

R 0.00 






Exemption on all Residential Property 

R 15 000.00 









Proposed Pensioners Discount 

20% 







